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LONDON, Jan. 6.—England’s attitude to- 
ward the Continental complications is begin- 
ning to attract uneasy attention at Berlin. 
Naturally enough, they are puzzled there to ac- 
count for Lord Randolph Churechill’s ostenta- 
tious visit to the Czar upon any other than an 
official hypothesis, since Germany has no fly-by- 
night politicians of that rank who would dream 
of such an adventure without Prince Bismarck’s 
sanction. Hence there is growing up a suspicion 
abroad that England 1s trying to carry water on 
both shoulders and is bargaining with Russia 
for neutrality, even while she pretends to be 
attracted by the iaea of joining the central 
alliance. Idare say that this suspicion is en- 
tirely unfounded. Certainly all the information 
coming to me points the other way—to the conclu- 
sion that England is very deeply committed to 
Italy and scarcely less so to Austria. But all the 
same, it is worth while to nete the German dis- 
trust of- Lord Salisbury’s sincerity, as we may 
hear more about it soon. . 

There is no significance whatever in the 
French Conservative gain of two Senatorial 
seats outof a total of 82 at yesterday’s elec- 
tions. The only interest in the matter arises 
from the fact that, owing to the asinine rdéle 
played by the monarchists in the recent Presi- 
dential drama, and to the increased power of 
the municipalities in the Senatorial electorate, it 
had been taken torgranted that there would be 
big Republican gains. The reverse shows simply 
that France asa whole took little interest in 
the late squabble over the Elysée, and that the 
Republicans were rendered careless by the great 
security of their position. 

The finding of Archie McNeill’s body on the 
Boulogne sands to-day ends one of the saddest 
and most painful episodes which professional 
London remembers. He had been missing since 
Dec. 20, when, having been unnerved by the 
brutal spectacle of the Kilrain-Smith prize fight, 
he missed the boat and was subsequently mur- 
dered and robbed, presumably by the wretched 
English pariahs of sporting circles who haunt 
that place. Thereis great indignation here at 
the Paris edition of the New-York Herald, which 
for a fortnight back has been printing at great 
length the most odious suggestions concerning 
MeNeill’s disappearance, all of which were 
deeply resented by his friends, and which are 
now shown to have been baseless by the discoy- 
ery of his remains at Boulogne. 

The ninety-fourth observance of Robert Bad- 
deley’s quaint bequest of a cake for the Drury 
Lane performerson Twelfth Night is still at 
high tide at midnight. There is the largest 
gathering this year which has yet been seen, all 
the notabilities of the theatrical and Bohemian 
world being present. As a matter of fact, the 
place was too crowded last year with only 300 
persons present. To-night there are fully 1,200. 
James Fernandez cut the cake, asis his historic 
prerogative, and the daneing will keep up in the 
Vacant space where the stalls ought to be till 5. 


DETAILS OF McNEILU’S MURDER. 
HIS MONEY AND WATCH GONE—WAS HE 
STRANGLED ? 

LonDOoN, Jan 6.—The body of Archie Mc- 
Neill, who went to France to report the Smith- 
Kilrain prize fight for the London Sportsman, 
has been found on the beach at Boulogne. 
There were distinct marks on MceNeill’s 
throat, showing that he had been strangied. 
He was known to have in his posses- 
sion when last seen coin, Bank of Eng- 
jand notes, and a watch, all of which were 
missing when his body was found. Several five- 
pound notes, which he was known to havein 
his possession when he left London, have 
been cashed at the Bank of England. 
A post-mortem examination will be made 
to-morrow. Some believe that the body 
may have been in the dock, and have 


been drawn out by the wake of a steamer which 
left on Wedmesday. The body is not swollen. 
The nose is broken, and there are several wounds 
on the head. In the pockets were found pen- 
oils, scissors, and telegraph blanks, withjan ac- 
connt of ths fight. 

Atelegram from the Russian frontier states 
that the eight Nihilists, including the Cossack 
Tschernoff, who were condemned to death for 
making an attempt upon the life of the Czar 
during his visit to the Don Cossack country, 
were hanged at St. Petersburg on Jan.2. 

Itis officially announced that the Duke of 
Norfolk’s mission to the Vatican terminated 
with his return to London. 


THE STRUGGLE IN 
MGR. 


IRELAND. 
PERSICO’S MISSION—THE OFFICIAL 
RENT REDUCTIONS. 

DvUBLIN, Jan. 6.—Mgr. Persico, the Papal 
Envoy, denies that he is intriguing to put 
pressure upon Irish priests. A letter appeared 
in to-day’s Gazette trom the Vicar of an Irish 
Bishop toa priest, to the effect that the Bishop 
had heard from Mgr. Persico that the priest 
was to be prosecuted, and the writer urges the 
priest to avoid anything likely to bring him with- 
in the reach of the new statute. Mgr. Persicoex- 
plains that a county’ magistrate wrote to him 
complaining of a speech made by the priest. 
The magistrate said that the priest had 


violated the law and would be prosecuted for so 
doing. Mgr. Persieo replied that he was sorry 
that such an offense had been committed; that 
he would write to the priest’s Bishop, and 
that he hoped the matter would be passed over. 

The Land Commissioners have presented to 
the Lord Lieutenant a report on the basis of the 
recent order for areductior of judical rents. They 
appointed 16 gentlemen to scrutinize prices. 
The commission tried to asoertain the staple 

roduct of each union as a basis for reduction. 
L pie O’ Hagan differed with the other Commis- 
sioners because he considered that the Land act 
gave the commission greater powers than the 
other Commissioners conceived to be open to 
them. 
Mr. Gilhooly, member of Parliament, failed to 
put in an appearance when his case was called 
at the fourth sitting of the Schull Court to-day. 
The case was therefore adjourned, 

A Nationalist demonstiation at Birr to-day 
Was attended by 6,000 persons. Several mem- 
vers of Parliament were present. 


PE aos 
CURRENT FOREIGN TOPICS. 
Soria, Jan. 6.—Sixty Montenegrin bri- 
gands, headed by a Russian named Nobokoff, 
have been dispersed by gendarmes, with the loss 
of 10 killed. One gendarme was killed. 


BERLIN, Jan. 6.—Emperor William, in the’ 


course of a New-Year’s letter to the Berlin 
Magistery, says: “I trust that under the protec- 
tion of lasting peace, which may God vouchsafe, 
and by legislative measures dealing with eco- 


nomie and social matters, the welfare of the na- 
tion in the future, as it has been in the past, will 
be materially developed.” 


Str. PeTersBuRG, Jan. 6.—The Journal de 
St. Pétersbourg expresses high satisfaction at the 
distinction bestowed by Emperor William upon 
Gen. von Scaweinitz, the German Ambassador 
to Russia, in decorating him with the Order of 
the Biack Eagle. The political life of Gen. von 
Schweinitz, says the Journal, has been devoted 
to perpetuating the traditions of a close friend- 
shipbetween Russia and Prussia. 

Lt is stated that the budget surplus of 34,000,- 
000 rubles will be expended in building new 
ports and railways. he budget is distrusted 
and, it is claimed, will not bear serious criti- 
cism. 


Paris, Jan. 6.—The Tribunal to-day re- 
sumed the trial of the case against M. Ribau- 
deau, M. Hebert, and M. Dubreuil, who were 
concerned in the Legion of Honor decorations 
swindle. The Prosecutor announced that addi- 
tional evidence had been procured which impli- 
cated M. Wilson. The case was again adjourned 
pending the result of a magisterial inquiry. 


MM. Ribaudeau, Hebert, and Dubreuil were 
allowed to go at liberty until their case is again 
called up. 

On the resumption of the sitting of the Cham- 
bers M. Sarrien, Minister of the Interior, will 
state the Government’s policy toward the Paris 
Municipal Council, which will be in effect that 


the Government declines to extend the powers 
of the council. 


POPE LEO’S PRESENTS. 

Rog, Jan. 6.—The Pope has announced 
that he will receive the Presidents of the Eng- 
lish and American Colleges in Rome and the 
British pilgrims on the 10thinst. Mer. Cliffora 
will make the necessary arrangements for the 
reception. 


The Pope’s jubiles presents were placed on ex- 
hibition at the Vatican to-day for tne first time. 
The foreign diplomats, a number of Roman 
aristocrats, and a host of other guests were 
present. The Pope entered the hall where 
the presents had been arranged at noon. 


He was followed by 48 Cardinals and 
the whole pontifical Court. His arrival was 
greeted with great enthusiasm. The Pope took 
his seat on the throne, and Cardinal Schiaffino 
proceeded to read an address. To this the Pope 
replied. He said that his soul was deeply 
moved by the manifestations of love and 
veneration which were reaching him 
from all parts = of the world. He 
regarded them as evidences of the 
power of the papacy, which the enemics of the 
church had vainly attempted to deny. The 
share taken by the sovereigns of the world in 
the jubilee proved that they justly appreciated 
the importance of the papacy. He concluded 
by praising the organizers of the exhibition. 
The Pope afterward made a prolonged inspec- 
— - the presents in company with the Car- 
inals. 


FOR THE OOURT OF APPEALS. 


THE GOVERNOR ASKED TO NOMINATE 
JOHN CLINTON GRAY. 

ALBANY, Jan. 6.—A strong pressure has 
been brought upon Gov. Hill to nominate John 
Clinton Gray for the Judgeship of the Court of 
Appeals, made vacant by Judge Rapallo’s death. 
A petition for Mr. Gray’s appointment has been 
sent to him, signed by all the Judges of the 
principal courts in New-York City, by 
Senator Evarts, ex-Secretary Bristow, 
and a large number of other. leading 


lawyers of both parties in the city, and 
Tammany Hall has sent a telegram to the Gov- 
ernor, saying that his appointment would be 
very agreeable to 1t. The Governor is in a 
quandary, for the truth is thathe has his own 
rivate candidate for the piace, and he does not 
ive in New-York. The Governor wants 
to be able to say that no New-York 
Democratic lawyer of prominence will take 
the place or can get the factions 
to agree upon him as a candidate. With this 
view he has offered the place to Judge Brady, to 
H. H. Anderson, to Frederic R. Coudert, and 
perhaps to one or two others, whom he knew 
would not leave their present places or their 
practice for the Appeals bench. His own private 
candidate is ex-Attorney-General Denis O’Brien. 
Mr. Gray’s support is so powerful that there 
is good authority for saying the Governor 
yielded at first, and caused Mr. Gray’s 
friends in New-York to believe that he would 
send his nomination to the Senate when it reas- 
sembles next week. This afternoon, however, 
he gathered courage, and itis now suid that Mr. 
Gray’s nOmination is problematical. 


Mr. Gray is the senior member of the firm of 
Gray & Davenport, whose office is in the Boree- 
Building, 115 Broadway, this city. He is about 


47 years eld and has a large practice, chiefly in 
corporation law, Formerly he was a member of 
the law firm of Davis, Eaton & Taylor, of whom 
J. C. Bancroft Davis, once Assistant Secretary of 
State of the United States and once a Judge of the 
Court of Claims, was the head. He is a graduate 
of the University of Berlin, Prussia, where he 
received the degree of LL. B., and he also re 
ceived the same degree at the Harvard Law 
School. Whoever is nominated by the Gover- 
nor must be confirmed by the Senate before he 
can take office, and kis term will only last until 
Jan. 1, 1889. A new Judge, to serve for a full 
term of 14 years, will be elected on the general 
State ticket next Fall. The salary is $7,000. 


ERIS AE 
OONSECRATED BISHOP. 

MosixF, Ala., Jan. 6.—In Trinity Church 
this morning the Rev. J. 8. Johnston was con- 
secrated Missionary Bishop of Western Texas, 
The church was crowded to overflowing, anda the 


services were impressive. Bishop R. H. Wilmer 
of Alabama; was the consecrator, assisted b 
Bishops 8. 8S. Harris of Michigan and T. M. Dud- 
ley of Kentucky. There were present also Bish- 
ops John N. Galleher of Louisiana and Hugh 
Miller Thompson of Mississippi, and the Revs. 
W. R. Richardson Dean of St. Mark’s Cathedral, 
San Autonio, Texas; J. T. Beard, Rector of the 
Church of the Advent Birmingham, Ala.; Will- 
jam A. Stiekney off Holy Cross, Farnsdale, Ala. ; 
J.C. Tucker of Christ Church, J. C. Tucker of 
St. John’s, and J. L. Lancaster of Trinity Church, 
Mobile. All took pert in the _ service, 
reading certain portions of the ritual. 
Bishop Dudley preached the consecration ser- 
mon. The presentation was made by the assist- 
ants, and the Rev. J. L. Tucker read the testi- 
monials. All five Bishops joined in the laying 
on of hands. The new Bishop was presented 
with a handsome Bible by a member of his con- 
gregation and with an elegant Episcopal habit 
by the congregation of Trinity Church. The 
services closed with the communion and bene- 
diction by Bishop Wilmer. 

Bishop Johnston was born in Mississippi in 
1843, and was educated at the University of 
Virginia, which institution he left to join the 
Confederate Army. Hefought through the war, 
and rose to the rank of Lieutenant in Stuart’s 
cavalry. He was admitted to the bar in 1868, 
but took holy orders the next year. His first 
charge was at Port Gibson, Miss. In 1880 he 
was called to Trinity Churehb, this city, and on 
Ocf. 28, 1887, was chosen Missionary Bishop. 


en 
MENERY BADLY BEATEN. 
Nrw-OrLEANS, Jan. 6.—The last wards to 
be heard from were counted by daylight and the 
result of the Democratic primaries in this city 
was found to be 65 for Nicholls and 39 for Mce- 
#nery. This gives Nicholls an uncontested 


majority of 30 in the Democratic State Con- 
vention which meets next Tuesday. The vote 
was the biggest ever polled at a primary in 
this city—23,272—and Nicholls’s popular ma- 
jority is 2,734. With this result the 
renomination ef McEnery is rendered 1mpossi- 
ble. The selection of Nicholls is more than 
probable. A split and two conventions is not 
impossible. In that case the Republicans will 
take advantage of the situation, and, under the 
encouragement of the McEnery people, try to 
elect their ticket, which will probably be headed 
by ex-Gov. Warmoth. Many McEnery leaders 
openly promise to aid this movement. The Mc- 
Enery press takes the defeat ef their leader with 
more or less grace. Major Burke’s paper, the 
Times, urges the dropping of both McEnery and 
Nicholls and the nomination of a third man. 
The Jiem accepts defeat gracefully, but the Siates 
makes a bitter attack on Nicholls, while conced- 
ing his triumph. 

There were some interesting features at the 
polling yesterday. The Governor League threw 
their force for McEnery on the promise of the 
repeal of the Sunday law and representation on 
the ticket. In the Fifth Ward hundreds of Ital- 
ians, who came off an emigrant ship a month 
ago, were registered and yoted. State Treasurer 
Burke, ex-Mayor Shakespeare, United States 
Senator Eustis, and Judge Sheehan were all ter- 
ribly snowed under in their respective wards. 


—— or 
THE OIL MEN OENSURED. 
Rocuestrer, N. Y., Jan. 6.—At 10:30 
o'clock to-night, after having been closeted with 
the Coroner and his legal adviser for nearly 
three hours, the jury investigating the cause of 


the death of the victims of the explosion of 
naphtha in the city sewers on the afternoon of 
Dec. 21 returned this verdict: 

“We find that the said Frederick J. Wilson 
and others came to their death from injuries re- 
sulting from an explosion of naphtha in the pub- 
lic sewers in the city of Rochester; that the said 
naphtha was the property of the Vacuum Oil 
Company, and upon that day was pumped from 
their works, and by some means, at 
present unknown to this jury, found its 
way intoj the public sewers of said city 
of Rochester, causing several explosions, which 
resulted in the death of said Frederick J. Wilson 
and others, also the wounding and maiming of 
several people and a large destruction of valua- 
ble property. We, the jury, feel that the 
Vacuum Oil Company are responsible.” 

Last night Willis M. Burch, who since the ac- 
cident has lingered along enduring the utmost 
misery, died. A fifth death as the result of the 
explosion is that of Warner Westcott, a plumber. 

ee ei 


YOUNG DODGE LEAVES YALE, 
New-HAVEN, Conn., Jan. 6.—Young Walter 
Phelps Dodge has left Yale without waiting for the 


Faculty to act on his case. He has gone home, and 
it is understood here that he will start for Kurope at 
once, 
rt 

TEWKSBURY, Mass., Jan. 6.—The new State 
Hospital for Women, whieh has been is course of 
erection since the latter part of 1886, is completed 
in part, and was opened and occupied this morning 
for the first time. 





NEW-YORK, SATURDAY, JANUARY 7, 1888. 


DISGRACING THE SENAT 


BY A FEEBLE EFFORT TO 
MAKE PARTY OAPITAL. 
DISCREDITABLE REPUBLICAN MOTIVES 

FOR DELAYING CONFIRMATIONS— 

CARLISLE’S WORK NOT POPULAR. 

WASHINGTON, Jan 6.—That the Repub- 
licans who propose to shape the next national 
campaign are evidently determined that no Re- 
publicans except those who became attached to 
that party years ago shall be invited to drill 
with the party, and that all young men shall 
be driven away from it, will soon begin to be 
apparent if the “leaders” in the Sen- 
ate and the House do not manifest a 
more manly and modern spirit in the treatment 
of men and measures. Under the lead of such 
menin the Senate as Edmunas, Hoar, Ingalls, 
and Teller the greater part of the first three 
years of the Democratic Administration here 
have been spentin trying to put the Administra- 
tion ‘in ahole” by defeating in secret session, for 
reasons whichit was impertinent for the pub- 
lic to ask, the President’s nominations to office, 
The scheme would have been regarded as 
a feeble one except by shortsighted and impotent 
politicians. It proved utterly futile, and has 
won for Mr. Edmunds a great deal of deserved 
contempt from Republicans who had regarded 
him as astatesman with a mind above the petty 
dickerings and tricks of the caucus manager. It 
exhibited Mr. ingalls as a politician spleenful 
and malignant in his public utterances, 
while he was known to be very rea- 
sonable and calm in his private opinion 


of the Administration. In Mr. Hoar it has de- 
veloped in an extraordinary degree the peevish- 
ness of the scolding tutor. Other Senators have 
meekly accepted the directions of these men, 
who have the years but not all the discretion of 
sages. Now, when the Senatorial Kepublicans 
are beginning to flag a little and to require a 
more vigorous marshaling, it is found that, in- 
stead of rising to the demandsof the heur, there 
is a craving only for stronger doses of the old 
stimulants. 

The first scream of delight at the President’s 
“ free-trade” message was followed by a sullen 
surprise at finding that there were Republicans 
as well as Democrats who believed that the 
tariff could be reduced without bringing beg- 
gary upon the working classes or _— to the 
manufacturers. Mr. Sherman’s address is 
characterized by all of the organ-grind- 
ers as a ‘‘masterly effort,” but ij does 
not afford anything like the gratification 
at heart that is heard out of the mouth. He is 
only trying to put the Democrats “in a hole,” 
and his performance is a contribution to the 
programme of * Bill” Chandler, the self-consti- 
tuted mentor of the Senate. The nominations 
for the Supreme Court, the Interier, and 
Post Office Departments are not to 
be confirmed because, by deferring con- 
firmation, the Democrats may be ‘embarrassed 
in whatever desire they may have or effort they 
may make to carry the Goverument on credit- 
ably. Republicans are appealed to to revive 
the memories of the warand all their ancient 

rejudices against the Democrats in order to 
vole the opposition to the Presidext, the reward 
held out being simply an assurance that if the 
Democrats are rendered sufliciently unpopular, 
the Rebublicans may, in a year or more, resume 
the power they threw away and once more con- 
trol the offices and votes that go with tiem. 

A good deal of talk has been heard recently 
about the calling of a caucus of the Republican 
Senators to consider the nomination of Secretary 
Lamar to be an Associate Justice of the Supreme 
Court. It is not likely that such a caucus will 
be held. The new Republican “boss,” Mr. 
Chandler, is credited with a longing for a caucus 
with the idea of dragooning all bis colleagues 
into opposition to Mr. Lamar, but the New- 
Hampshire Senator probably knows better than 
to muke the attempt. Mr. Lamar’s friends are 
assured that no effort to bind all Republicans to 
vote against coufirmation will succeed. They 
assert that if a caucus is called Mr. 
Chandler will find some of his colleagues 
absent, while others will attend only to 
insist that no instructions be given by 
the caucus. Some of the Democratic Senators 
are becoming very impatient over the uncalled- 
for delay of the majority in acting upon the 
nominations of Messrs. Lamar, Vilas, and Dick- 
inson. They feel that the course of the Republi- 
cans has been unjust to the nominees and dis- 
courteous to the President. They are beginning 
to talk about insisting upon action of some sort. 
If the Republicans show a disposition to iet next 
week pass Without action, they will hear some 
plain talk from Democrats in the star chamber 
sittings, and possibly before the doors are closed. 


The Second Controller of the Treasury to-day 
announced his decision in the matter of the war 
ciaim of the State of New-York on account of 


moneys paid the Ninth Regiment, New-York 
State Militia, to reimburse the organization for 
expenses ineurred during the war. The Con- 
troller states that the Ninth Regiment was one 
of the first to arrivein Washington during May, 
1861. The regiment left New-York without au- 
thority of the Governor, taking its own arms 
and State property in its possession at the time. 
The regiment was accepted directly by 
the War Department without consulting 
the State authorities. During the month 
of May, $21,956 11 was expended by the regi- 
ment. Inthe year 1877 the New-York Legis- 
lature paid the regiment this sum, being the 
amount of claims against the State for uniforms 
and equipments worn out and lost in the service 
of the United States during tag war. The rolls 
of the War Department show that between May 
27, 1861, and June 30, 1862, $46 08 was paid 
in three installments to each enlisted man or 
non-commissioned officer berne on the regi- 
mental roll at the time of the payment as 
commutation for clothing. Each settlement was 
made as with the Ninth New-York Militia. 
On July 1, 1862, this regiment became the 
Kighty-Third New-York Volunteers under the 
State organization. The questions arising in 
this claim are, first, What evidence is there that 
the State of New-York recognized this regiment 
as oneof its troops; secondly, what expénses 
has it properly incurred for clothing and equip- 
ping this regiment? The evidence filed goes to 
show that the Ninth Regiment of National 
Guards, New-York, was, In 1877, direct suc- 
cessor as taras military organization is con- 
cerned, of the Ninth Kegiment New-York State 
Militia. Had this regiment continued under its 
original terms of service with the United States, 
the Controller could not hold that the State 
of New-York should be reimbursed for its pay- 
ment in 1877 of the billsincurred by the regi- 
ment as an organization in 1861. The payment 
in 1877 of the expenses incurred in 1861 was a 
ratification by the State of the expenditure from 
which the Government received all the benefit. 
The Controller agrees with the Auditor in allow- 
ing only so much as was paid for equipment, to 
wit., $7,460. On account of the clothing charge, 
namely, $14,496 11, full reimbursement has 
been made, as appears by the regimental rolls 
referred to, giving the amount of commutation 
for clothing paid toeaeh enlisted man aud non- 
commissioned officer up to June 30, 1862. The 
Controller therefore disaliows this item, follow- 
ing the rule of procedure that bas been acopted 
by the State of New York in making charges 
against the Government on account of expenses 
in behalf of various other regimental organiza- 
tions. 

Mr. and Mrs. Lyman Tiffany and the Misses 
Tiffany gave a tea this afternoon as a house 
warming in their beautiful new house on Con- 


necticut-avenue, beyond Dupont Circle. . One of 
the special features of the house is the mantel 
in the front drawing room that was carved by 
Mr. Tiffany in his leisure hours. 

The Twelfth Night ball to-night of the Centu- 
ry Club was largely attended. Mrs. Endicott, 
Mrs. Sheridan, and Mme. Bonaparte received the 
guests. It is after the old Dutch fashion. 
Among the callers was Mr. Joseph Chamber- 
lain of the Fisheries Commission, High of- 
ficials, members of the Diplomatie Corps, and 
many resident people were present. Miss 
Green, daughter of Gov. Green of New-Jersey, 
was in the tea room, 

Mr. and Mrs. John Bigelow entertained Mr. 
Joseph Chamberlain at dinner to-night. 

Mr. and Mrs. Kearney Warren of New-York 
are here for a tew days and are receiving many 
attentions. o 

The resignation of Assistant Treasurer Charles 
J. Canda has been offered and will probably be 
accepted. It is understood that he has fount 


the office of Sub-Treasurer one of trying respon- 
sibility, and that he no longer cares to carry the 
burden for the honor of it and the small salary. 
The President has not had time to consider the 
question of selecting his successor, 


The protectionists of Boston are impressed 
with the importance of counteracting as much 
as possible the effect of the recent liberal 
speeches made in that city on tariff reform, and 
have secured promises from Senator Sherman 
and Representatives McKinley of Ohio and Goff 
of West Virginia to address the Home Market 


Club at a dinner late in this month or early in 
February. 


x * 
Gen, Joseph Wheeler of Alabama, has renewed 
hia aitack upon the civil service reform law, by 
introducing his bill of the last Congress toamend 


the present act. His measure is long and care- 
fully worded, so as to nullify and destroy some 
of the most essential and effective features of 


thelaw. while practically doing away with the 





system of competitive examinations. The first 
change proposed by Mr. Wheeler, however, is 
one that will find favor with every friend of the 
reform system who knows anything about the 
labors of the Civil Service Commissioners. 
The proposition is to ‘raise the salaries of 
the Commissioners from $3,500 to $5,000 a 
yeareach. Following this desirable amendment 
are 19 propositions to be embodied in the rules 
to be prepared by the Commissioners. In this 
list is the pith of the Wheeler bill in the shape 
of requirements that the entire eligible list shall 
be furnished to appointing officers, and that at 
the request of any appointing officer any person 
sent to the commission by him shall be exam- 
ined, and if found qualified for public service 
the appointing officer shall have the power to put 
him at work. The effect of this, of course, would 
be to give the appointing officer entire control 
of the patronage of his office by substituting pass 
examinations for the competitive examinations 
which bave been found essential to the success 
of the existing system. Although Mr. Wheeler's 
bill is in the hands of a committee, whose chair- 
man thinks the whole reform system ought to 
be abolished, if is hardly probable that 1t will 
do more than get a hearing in the House, while 
there is very little danger that it will get far 
enough along to require President Cleveland's 
veto to keep it out of the statute book. 


Mr. Randall is satisfied with Mr. Carlisle’s 
committees. Heought to be,for he has had 
them made up about as muchto his own mind 


as he could have expected to do without being 
the Speaker. He is rather pleased because Mr, 
Cox was disappointed, and he is gratified es- 
pecially because Mr. Bourke Cockran’s splendid 
abilities were recognized when he was named 
in place of a County Democrat on the Naval 
Affairs Committee. Everybody, however, is not 
so well pleased as Mr. Randall. I[t ia per- 
fectly evident that the President's friends are 
disappointed in Mr. Carlisle and his committees, 

They speak impatiently of his too strict ad- 
herence to the precedent of promotion for 
seniority ata time when the committecs, or at 
least tho leading ones, should have been made 
up to match the President’s message. If the 
Speaker, they say, had kept the business of the 
session always in sight and had put men on the 
committees who would not be afraid to makea 
fight forthe President's policy, he would have 
convinced the whole country that the party was 
really in earnest, that it was proceeding upon 
conviction, and that it proposed to prove its faith 
by its work. The Ways and Means Committee, 
wise nen say, should have had a man like Fitch 
of New-York or Nelson of Minnesota as one of 
the Republican members, It is understood that 
some such intimation was kindly thrown out to 
the Speaker, and that he appeared to de favora- 
biy struck withit. He received nota few other 
suggestions intended to impress people with the 
beliet that he was a map of backbone, but the 
committee list nowhere indicates that the sug- 
gestions commanded his approval. The fact that 
the committees are all very satisfactory to thetwo 
Breckinridges may not be proof of the assertion, 
which is made by aggressive Democrats, that 
the influence of those gentlemen is as clearly 
apparent as is the judgment of Mr. Carlisle in 
examining the list, but such assertions are 
heard. The President cannot be said to have 
had any infiuence in deciding the shape of any 
committees. He did not ask that Mr. Bliss 
should have the Pensions Comunittee, a com- 
mittee, by the way, that has little to do, 
and that ought not to be mistaken for 
the more important Committee on Invalid 
Pensions. Mr. Stah)necker’s selection to the 
Chairmanship of the Library Committee is an 
honor. It does not carry muchif any pewer to 
control patronage on the new Congressional 
Library Building, for that work is entirely in 
the hands of the Library Commission, and that 
commission is not at all likely to insist upon 
using Westchester marble simply because the 
Chairman of the Library Committee is from 
Westchester. The opportunity that was afforded 
by the President for a legislative reassertion ef 
vigorous purpose in the party was. al- 
most absolutely thrown away. The com- 
mittees are good enough as committees 
£0; they ought to have been so 
good as to challenge comment for their excel- 
lence. But to make them answer that expecta- 
tion would have been to incur the danger of an 
internecine “row.” The President faced that 
danger with his message. It is a great pity that 
the Speaker was not willing to assume his share 
of the possible ‘‘unpleasantness” in assigning 
the members of the House to their work for the 
session. 

+? 

Gen. Black lately caused letters to be sent to 
the Presidents of railroad companies and the 
Mayors of cities asking the number of employes 


of the railroad companies, the number of per 
sons in the police service of the cities, the num- 
ber of rajlroad and police employes who had 
served in the United States urmy or navy dur- 
ing the civil war, what preference, if any, is 
given by the railroads and municipalities in the 
matter of employment to men who have served 
in the Federal army or navy,and what provision 
1s made by the municipalities for the 
support or retirement of aged or dis- 
abled members of the police force, Mr. 
H. C. Bell, chief of the Agents’ division, reports 
to Gen. Black as the result of the inquiries that 
to the 586 letters forwarded to railroad Prest!- 
dents replies have been received from 196, 390 
of them making no reply. Eighty-seven of these 
196 report the employment of 17,605 men, of 
whom 934,or 512 hy cent.,served in the army or 
navy of the United States during the rebellion. 
Thirty-two of the 196 state in effect that they 
give preference to ex-Union soldiers, everything 
else being equal; 60 of the 196 state 
that they give no preference whatever to any 
particular class of men, and 104 report in effect 
that they have no data upon which to base an 
intelligent answer to the inquiries. To the 200 
letters forwarded to the Mayors of the principal 
cities of the country, 125 replies have been fur- 
nished. Six of these furnish no information; 
119 cities report 13,019 persons in the police 
service of their respective cities, of whom 2,119, 
or almost 19 percent., served in the Federal 
army or navy during the late war; 48 give 
preference to Union soldiers by custom; 13 give 
preference by law; 46 give no preference what- 
ever; 12 make no answer in regard to prefer- 
ence, and six give no data whatever. 

In regard to the support of superannuated or 
disabled policemen, 89 replies were made. Sixty- 
seven of these stated that no provision what- 
ever was made for old and disabled policemen. 
Seven reported that voluntary mutual societies 
have been formed in the interest of policemen; 
one reported a law for a compulsory mutual aid 
society, which is not carried out. In two eities 
the pay of policemen goes on during temporary 
illness, and the cities pay doctors’ bills; in three 
temporary aid may be granted by the Mayor 
and Council. New-York, Brooklyn, Hoboken. 
Jersey City, Cleveland, Toledo, Baltimore, and 
Washington have a regular pension, consid- 
erable information regarding which is given 
in Mr. Bell's report. In many _ cities 
ex-Union soldiers are practically barred 
from police service on account of age. No per- 
son can be appointed on the police force in 
Indianapolis over 38; in Boston over 30; in San 
Francisco over 35; in Providence over 38; in 
New-York and Brooklyn over 30. But, in New- 
York and Massachusetts, law gives preference 
in the way of promotions to ex-Union soldiers in 
the police service. Preference is also given to 
ex-Union soldiers in the matter of promotions in 
Philadelphia and some of the minor cities. The 
following shows the percentage of ex-Union 
soldiers employed on the police force in 28 of 
the leading cities of the country: 

Boston 135/Sprimegtield, Ill 
Portland, Me WR IOCIONG. vo nc5 sx. gapecne tu 20 
Gonourd, N. Bo. .cces-ses ss Milwaukee.............. 11 
Manchester, N. H......33) Baltimore 
Providence. ......- --16)San Francisco.......... d 
Newport, R. I. .-16| Denver 
New- Haven.. 16 
New-York.. 9 
Brooklyn... 16 
Jersey City 80 
Philadelphi 36 
Cleveland.. 19 
20 


Atchison... 
Des Moines. 
Omaha.... . 
Newport, Ky 
Indianapolis. . Washington... 

The cities that replied to the inquiries of 
Commissioner of Pensions were as follows: 


Massachusetts.—_Newburyport, Chicopee, Pitts- 
field, Taunton, Worcester, Cambridge, Waltham, 
Lowell, Haverhill, Fitchburg, Boston, Chelsea, 
Northampton, Gloucester, Springfield, Lynn, Somer- 
ville, Brockton, and Woburn. ) 

Maine.—Lewiston and Portland. 

New- Hampshire.—Concord and Manchester. 

Vermont.— Rutland, 

Rhode Island.—Newport, Pawtucket, Providence, 
and Lincoln. 

Connecticut.—New-Haven, Stamford, Danbury, 
Norwich, New-London, Waterbury, and Bridgeport. 

New-York.—Watertown, Kome, Utica, Brooklyn, 
Ogdensburg, New-York, Lockpurt, Newburg, Roch- 
ester, Yonkers, oman pe and Auburn. 

New Jersey.--Orange, Hoboken, Trenton, Jersey 
City, and New Brunswick. . 

Pennsylvanta.—Wilkesbarre, Lancaster, Harris- 
burg, Allegheny, Altoona, York, Williamsport, 
Kaston, Allentown, »cranten, Shenandoah, Phila- 
delphia, Reading, and Erie. 

Onio.—Portsmouth, Dayton, Springfield, Toledo, 
Sandusky, Canton, and Cleveland. 

indiana.—Lafayette, Logansport, Indianapolis, 
South Bend, Fort Wayne, New Albany. 

Tilinois.—Decatur, Springfield, Peoria, 
Rock Island, and Joliet. 

Michign.—Detroit, Saginaw, and Grand Rapids. 

Wisconsin.—Milwaukee, Kacine, Lacrosse, Osh- 
kosh, and Madison. 

Missovri.—St. Louis and Kansas City. 

Louisianad.—New-Orleans, 

Kansas.—Atchison. 

Jowa.—Des Moines, Clinton, Davenport, Cedar 
Rapids, and Council Bluffs. 

Ainnesota.—st. Paul and Winona. 

Nebraska,—Omaha. 

Kentucky.—Lexington and Newport. 

a a mE 
DANIEL MANNING'S WILL. 

ALBANY, Jan. 6.—Daniel Manning’s will was 

admitted to probate to-day by Surrogate Woods. It 


was made July 2, 1886, when Mr. Manning was here 
attending the bi-centennial celevration ef Albany as 
a city, and bequeaths all his property to his family. 
The witnesses were the Hon. S. W. Rosendale and 
Edward A. Groesbeck. Mar 
ning, his wife,and James 


Aurora, 


- Manning, his eldest 
son, are named as Executrix and Executor. Its 
contents are withheld at the request of the family. 


Margaret Fryer Man-. 


THE STRIKERS JUBILANT 


MORE PRIVATE OOLLIERIES 
SUSPEND WORK. 
VIEWS OF AN INDEPENDENT OPERATOR 
ON THE STRIKE—HE SAYS READING 
SHOULD SETTLE. 


POTTSVILLE, Penn., Jan. 6.—There are 
beaming countenances at the different strike 
headquarters here to-day, while at the offices of 
the company the faces one meets wear a more 
serious look. When McLeod was talking so 
lightly about filling the places of the striking 
miners he did not know that to do so would bea 
task requiring more years in its accomplishment 
than he ean reasonably expect to live. General 
Manager Whiting of the coal and iron company 
rose from a sick bed to hasten to Philadelphia 
to prevent the consummation of a blunder that 
would have whipped the company in this fight 
in less than 24 hours. The strikers now regard 
the fact that the intended a@dress commanding 
the miners to return to work at once or forfeit 
their places was not issued asan evidence of 
weakening, and are correspondingly encour- 
aged. They know that under no circumstances 
could the character of the population of the 
mining region be completely changed. Every 
hour the tie-up becomes more complete. But 


few of the individual operators who have signed . 


a continuance of the September basis ship over 
the Reading Road, and one after another they 
are closing up. At Bellmore, operated by Bickel 
& Co., to-day the boys struck. The boys form 
‘one-third of the working force of amine. When 
they quit the men must follow. They are more 
easilv handled than the men, and it is quite 
likely the responsibility was shifted on tneir 
shoulders by older heads. At Lawrence col- 
liery, Mahanoy Piane, operated by Lawrence & 


Brown, the men quit because the coal was to be 
handled by scabs, and at Levi Miller & Co.'s 
New Lincoln, at Donaldson, the same difficulty 
has been encountered. 

Wilham Penn colliery keeps on working. The 
committee explain that the men employed at 
this mine are divided between three different as- 
sembiies in the neighborhood, and that at least 
two of them have taken no action on the cutting 
of coal for scab railroaders. Gen. Sigfried’s 
Herbine colliery is going, and ships over the 
Reading, but how long it will last is not known. 
Three company collieries were reported at work 
to-day. Tuey were Brookside at Tower City, 
Tunnel Ridge at Mahanoy Plane, and Old Lin- 
coln at Donaldson. The latter two worked to- 
day for the first time this year. They have a 
joint capacity of 2,500 tons a day, and employ 
when full handed about 1,400 men and boys. 
Their forces are greatly reduced by the strike, 
and Brookside is not likely to hold out. 

Dead work, such as making repairs, setting 
timbers, opening air passages, &c., which is al- 
lowed at sli times, is being prosecuted at nearly 
all the mines, and when resumption comes they 
willallbe in good condition. Suifolk colliery, 
which worked yesterday, was idle to-day. The 
company said the men were observing Epiphany 
or Little Christmas. Elsewhere it was said they 
had joined the strike. 

The joint Executive Committee has been in 
session allday. This committee represents 125 
local assemblies of Knights and 50 branches of 
the Amalgamated Association. Of these 100 
have decided not to cut coal for non-union 
railroaders. The committee itself has never 
taken up the question, and don’t think it will. 
No definite action was taken to-day on any sub- 
ject. The price of coal has already been raised 
in Pottsville 60 cents aton to local consumers, 
and a further advance will be made next week. 
The breakers from which most Pottsville fami- 
lies obtain their supplies have already been ex- 
hausted, and coal is hauled 10 miles to town. 

This was a big day with Secretary Cahill, who 
received nearly £1,300 for the benefit of the 
Lehigh strikers. The contributions came as fol- 
lows: From P. J. Kelly of Locat Assembly No. 
5,890 of Phiiadelphia, $750; Daniel Tobias Don- 
aldson, the man who was discharged for attend- 
ing the Reading convention, $69: John Parker 
of Mahanoy City, $45; Thomas Durkin of As- 
sembly No. 9,852 of Mahanoy Plane, $30; Jobn 
Boland of Assembly No.'7,689 of Pottsville, com- 
posed entirely of striking railroaders, $110; Ea- 
ward Weimar of Assembly No. 10,106 of Shamo- 
kin, $175; C. J. Farne of Assembly No. 6,326 of 
St. Clair, all railroaders, $100. The latter as- 
sembly has contributed $1,500 alone since the 
strike began. 

The story published in New-York to-day that 
Chairman John L. Lee had been offered a gvod 
pane by the Reading Road if he would use 

1i3 influence to break up the strike is not denied 

by Mr. Lee, though he says that was quite a 
while back and he didn’t accept it, and don’t 
care to talk about it. He denounced Mr. 
Sweigard as a lying scoundrel. He left to-night 
for Tamaqua where the tie-up has not yet been 
made effective. 

Palo Alto is now almost completely shut 
down. Chairman Davis has gone to his home at 
Mount Carmel fora rest, and Hugh MeGarvey 
takes his place, and all information for press or 
public must come through him. 

A prominent individual operator said to-day: 
“The striking miners have got the company 
downed, and the sooner Mr. Corbin recognizes 
the fact the better it willbe. True, he can pro- 
long the strike, but who is losing the most 
money by it? Certainly the company, because 
they must keep their mines clear of water the 
same as if they were working; they must keep 
their cars and motive power in order, and the 
expense is necessarily great with no return for 
their outlay. They should meet the miners, and, 
laying aside all personal animosities, make some 
arrangement by which individual operators can 
save themselves trom bankruptcy and the com- 
pany can enter upon its era with a fair prospect 
of suecess and profit. I think, under the cir- 
cumstances, the Reading Company can well 
afford to be lenient in this contest, which 
promises, from present appearances, to be the 
greatest in the history of the ceuntry.” 


SHENANDOAH, Penn., Jan. 6.—The Suffolk 
Colliery at Mahanoy City, which was working 
with a amall force of non-union men, closed 
down to-day. This concluded the Reading Com- 
papy’s attempt to runits collieries without the 
Knights. The defection among the non-union 
railroaders continues, and it cannot be said that 
the company loses much by the departure of 
some of them. 


SHAMOKIN, Penn., Jan. 6.—The miners of 
the Excelsior Colliery have refused to continue 
work because the coal is shipped over the Read- 
ing Road. A-general meeting of miners will be 
held to-morrow. The opinion prevails that the 
niiners working at all individual collieries ship- 
ping over the Reading Road will quit work. A 
total suspension is quite possible. Almost a 
coal famine prevails here. Everything is quite. 


BOYCOTTED “BY THE COMPANY. 


THE RAILROAD REFUSES TO FURNISH 


CARS TO PRIVATE COLLIERIES, 

READING, Penn., Jan. 6.—There are some 
40 furnaces situated along the line of the Read- 
ing Railroad, and to-day, after much cor- 
respondence, the Reading Coal and Iron Com- 
pany supplied some of the most needy furnaces 
with coal, but at an advance of 80 cents per ton, 
delivered at Schuylkill Haven. The rate for 
years was $2 20, but to-day it was advanced 
to $3 per ton. ‘his will result in an in- 
creased cost for producing pigiron, and may 
prevent Eastern Pennsylvania manufacturers 


from competing with furnaces where both coal 
and labor are cheap or it may result in closing 
down the furnaces. More discharges of rail- 
roaders employed in the coal-carrying trade 
were made here to-day. The total number dis- 
charged from Philadelphia to Williamsport is es- 
timated at 1,000. 

The coal agents of the Reading Railroad Com- 
pany are not oftering for sale any coal in this 
section. Coal dealers who were buying of indi- 
vidual collieries have been promised full 
supplhes if the cempany furnishes them 
cars. There has been considerable anx- 
iety aS to whether or‘ not the company 
would continue to furnish individual operators 
with cars, According to a special dispatch pub- 
lished by the Aagle this afternoon from Donald- 
son, Schuyikill County, Miller & Co., operating 
at New-Lincoln, bad intended paying the 8 per 
cent. over the $2 50 basis pending arbitration, 
and when settlement had been reached 
Mr. Miller’ said he could pay his men 
the same as other operators. A commit- 
tee called ou him at his otfice in Pine Grove and 
were informed by him that he could not continue 
the 8 per cent., as the railroad company had noti- 
tied him that if he did so they would not send 
him any cars, and he was held subject to 
the order of the Philadelphia underReading 
Company. He said: “Llay the whole blame 
ot this strike on President Corbin and 
Superintendent Sweigard. They were wrong 
in not arbitrating this question and recognizing 
the Knights of Labor, which organization has 
been a great benefit to me. Lam willing to have 
my colliery worked on the $2 50 basis pending 
settloment, and at the end of that time should 
the company concede the men’s demands I will 
reimburse them for their work from this date at 
the rate of 8 per cent. above the $2 50 basis.” 
This not being satisfactory, the men quit work. 
Brookside Colliery, at Tower City, one of the 
railroad company’s mines jn operation, usually 
employed 600 e oployes. By actual count to- 
day there were at work 25 boys in the breaker, 
30 men outside, and 30 more inside. Its capacity 
is 2,500 tous a day. Hardly 250 tons are now 


taken out. The company is stocking up the coal 


at this colliery, and it is not believed that it will 
allow any to be sold. 


a a ' 


SITUATION AT PHILADELPHIA. 
GREAT SCARCITY OF COAL AND THE 
PRICE ADVANCING. 

PHILADELPHIA, Jan. 6.—Both parties to 
the Reading strike in this city appeared hopeful 
to-day. General Manager McLeod says that all 
reports that the company contemplated any 
compromise with the strikers either on the road 
or in the mines were unfounded, and that there 
was no prospect of arbitration, as there was 
nothing to arbitrate. The dispatchers at Wil- 
low-street, Noble-street, Ninth and Green, and 
Sixteenth-street stations, say they were moving 
freight with a regularity that was surprising 
considering the fact that all their hands are 
new. “The men are getting acquainted with the 
road,” said the dispatcher, Goodman, at Willow- 
street, ‘‘ and we are duing very well.” The rail 
road officials say that sofaras Philadelphia is 
concerned the Knights have lost the strike, The 
Knights say they are gaining strength every 
day. An all-day meeting of Local Assemblies 
Nos. 5,890 and 8,819 was held to-day. En- 


couraging dispatches were received from up the 
read, and the men sald they were firm in their 
intentions» to stand out. Joseph B. Cahill, a 
member of the strikers’ Executive COémmittee at 
Pottsville, who was in the city to find out the 
exact situation, returned to Pottsville to-day. 
The leaders in Port Richmond admit that the 
miners hoid the key to the final settiement, and 
it was stated that the miners are not only on 
strike for an increase of wages, but have com- 
mon cause with the railroaders for the recogni- 
tion of the Knights of Labor. 

“If the Reading Company agrees to pay the 
8 per cent. increase demanded,” said John B. 
Kelly, “it is a question whether the miners will 
return to work even then. [ think it is likely 
that they will refuse to return to work until our 
strike is settied.”’ 

Local Assembly No. 6,285 held an all-day 
meeting. Delegates trom Atlantic City reported 
that everything in that direction was tied up 
solid. An Elizabethport delegate said the com- 
pany was employing Italians, but they hoped to 
get them to strike. Local Assembly No, 5,356 
(street-car men) pledged their support to the 
strikers. 

Operations at Port Richmond were being car- 
ried on as heretofore. Quite a number of the 
carshop men, members of Local Assembly No. 
5,635, are at work. Jeremiah J. Leahy, the boy- 
cotted engineer, is 8tillat work. He 1s indiffer- 
ent to the annoyances of his former friends, as 
he is supported in his stand by the general offi- 
cers of the Brotherhood of Firemen. Mr. Leahy 
still thinks the second strike ill advised and that 
the men are bound to lose. He will see that the 
a of Firemen take no part in the 
strike. 

The Brotherhood of Engineers/still take their 
old stand that they wi!l work in the strikers’ 
places. Very little coal came down to Richmond 
Junction to-day, but otherwise the regular 
freichts camein and went out, and the shifting 
crews were busily at work. Dispatcher Flicker 
says he has enough new crews to carry on the 
regular operations. 

With very few exceptions there was not a re- 
tail coal dealer along Ninth-street, Willow-street, 
or Washington-avenue to-day who would receive 
an order for more than a single ton of coal. In 
two instances three tons could be supplied off 
hand, in oneinstance tive tons, but in the great 
Majority of cases the maximum of a single 
order was placed at one ton. When a reporter 
sauntered into the first coal dealer’s 
office on his route, and with as much indiffer- 
ence as if he were merely ordering a nickel’s 
worth of peanuts, asked if he could be sup- 
plied with 10 tons of large stove coal, he created 
quite a sensation. The clerk at tlie office desk 
looked as scared as if his place had 
been declared vacant, while the eoal retailer 
appeared almost dazed atthe magnitude of the 
order. ‘*No, Sir,” he said, ‘“‘ I cannot let you 
have 10 tons of coal, and [ don’t know anybody 
whocan. It is quite as much as we can do to 
keep our customers going, and even at that our 
supply will soon be exhausted.” 

“Our price for large family coal,’ said the 
representative of Robert Henderson, Fifth and 
Willow streets, ‘is $7, but we could not possibly 
undertake to supply more than one ton. If you 
take 10 tons in single-ton delivernes we can 
manage your order, but not otherwise.” 

“Tecan only sell one. ton, to any one,” re- 
marked George Burkenhauer, Marshall and 
Willow streets, “Coal was never so 
scarce, and if there is not a settlement 
of this strike It do not know what 
we or the public will do.” Mr. Burkenhauer’s 
price is $6 50, which was lower by half a dollar 
than the prices of other dealers along Willow- 
street, and, in fact, the lowest quoted by any 
dealer in the city to-day. Samuel W. Heiss, Sev- 
enth and Willow streets; C. H. Budd, Eighth and 
Willow; Branson Brothers, and other dealers 
said they could not possibly supply any large 
quantities. Mr. Heiss could give about three 
tons and Mr. Budd said he might be able to 
manage five,and both preferred to sell single 
tones only, as in both cases the supply on hand 
was rapidly decreasing. All along Washington- 
avenue it was the same story. In the majority 
of cases $7 per ton was the price demanded, 
butafew were a quarter of a dollar lower. 
Complaint of a scarity of coal was mado all 
along the avenue, and in no case could large 
quantities be supplied. 


ASSAULTED BY STRIKERS. 
ASHLAND, Penn., Jan. 6.—None of the in- 
dividual collieries about here have had any 
trouble, except the Bellmore, situated between 
Centralia and Mount Carmel. <A committee of 
its employes visited the operators of that celliery 
the other day and asked that the breaker be 


run 10 hours each day, but owing to a 
scarcity of; coal they have made but nine hours, 
aud in consequence the employes struok this 
morning. The operators have ordered a re- 
sumption of work, as they are now prepared 
to run the time required. The striking rail- 
roaders at Gordon have made a break, 
and itis feared there will be trouble at that 
point. Ezra Myers, a young man, applied for a 
position at that place a few days ago and was 
given a place left vacant by one of the strikers 
named Patrick Tye. Last night, while Myers 
wus on his way home from Ashland, he was 
attacked by a gang of four men and badly 
beaten. He fought them bravely, but 
when a favorable opportunity presented it- 
seli he broke away, and being a better 
runner than his assailants succeeded in 
getting out of their reach. His face was 
badly disfigured and his body bore many bruises, 
but notwithstanding be reported for duty again 
this morning. He recognized Michael Donahue 
as one of the gang, and gave his name to the 
special officers at this place, who immediately 
placed him under arrest. Michael Clifford, an- 
other of the gang, was arrested this after- 
noon. The officers had great difficulty in 
securinghim. He noticed their approach, and 
knowing their intentions fled through the town 
and it was some time before he was captured, 
He was so desperate that the ofticers were 
obliged to handle him roughly in order to hand- 
cuff him. Clifford pleaded guilty and was 

laced under $300 bail to appear at court. 

onohue was discharged for laek of evidence, 


It was stated yesterday at the headquarters of 
District Assembly No. 49, Knights of Labor, 


that, unless a settlement was soon made with 
the Reading strikers, the miners In the Wy- 
oming Valley would also soon go out. In that 
event nearly all of New-York’s coal supply 
would be cut off The Knights in this city do not 
feel inclined to go outon a sympathetic strike, 
and think that they can help the strikers better 
by sending them financial aid. é 
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BILLIARDISTYS COME TO BLOWS. 

Sr. Louis, Jan. 6.—The billiard tournament in 
progress terminated in a riot this afternoon. For 
several months there has been ill feeling between 
Richard Roche, the backer of Schaeter, and John F. 
Donovan, one of the players in the tournament. 
Donovan won a game Wednosday and Roche offered 
to bet him ¢600§%to $100 that he would not win 
tirst prize, and offered to forfeit $500 if he did not 
put the money up in 24 hours. » Donovan paid no at- 
tention to the proposition, but is alleged to have 
made remarks derogatory te Roche. To-night Roche 
encountered him in Schaeter’s room aud struck 
him. Donovan responded with a cue and then Joe 
Uliman, the bookmaker, struck Donovan a hard 
blow, almost knocking him out. John Davis, a law- 
yer, came to Donovan’s rescue, but friends inter- 
tered and the furniture and tables were saved. 
Donovan Will withdraw from the tournament. 

TS 


FAILURES IN BUSINESS. 

Detroit, Mich., Jan. 6.—News reached here 
to-day that B. J. Stimpson & Co. of Parma had made 
an assignment of all their real and personal property 
to George P. Glazier, a banker at Chelsea, Stimpson 
& Co, have been the leading general merchants at 
Parma for years. Glazier isa son-in-law of Stimp- 
son. The assets ana liabilities are unknown at 
present. 

BALTIMORE, Jan. 6.—Maria M. Kiersted and 
Mary A. Perry, trading as Kiersted & Perry, dealers 
in ladies’ clothing, to-day tiled a deed of trust for the 
benetit of creditors. The bond of trust is $20,000. 


TO TRY THE TALLY-SHEET FORGERS. 

INDIANAPOLIS, Ind., Jan. 6.—A, special panel of 
40 was to-day drawn in the United States court of 
persons residing outside of Marion County, from 
which to select the jury to a He ee -sheet” 
forgers, who will be called for trial on Jan. i6. The 
persons whose names: were put in the box were 


e ops Soli in politics, and of the 40 drawn the 
slips s 


ow 13 Republicans,12 Democrats, and 15 
not indicated, 2 Se 


PRIOH TWO OENTS, 


GENERAL TELEGRAPHNEWS 


LAST HONORS 10 GOV PARKER. 
A DISTINGUISHED GATHERING AT GIS 
FUNERAL AT FREEHOLD. 

TRENTON, Jan. 6.—The funeral of ex-Gov. 
Joel Parker took place at Freehold this fore 
noon, and the great gathering of people present 
to pay the last tribute of respect to the dead was 
evidence of his extraordinary popularity. The 
business of the town was entirely suspended and 
every building was draped. The American House 
was the gathering place for the most distinguished 
people. In the throng were Judges Depue, Dixon, 
Knapp, Van Sickle, and Magee, Chancellor Mc- 
Gill, ex-Chancellor Runyon, Vice-Chancellor 
Van Fleet, Vice-Chanceller Bird, Attorney-Gen- 
eral John P. Stockton, Gen. Robert Stocxten, 
Secretary of State Kelsey, Controller Ander- 
son, H. &. Little, Cortlandt Parker, nearly all 
the Senators and Assemblymen elect, ex-Govs. 
Bedle, Abbett, and Ludlow, Judge Patterson, 
Judge Hopper, Judge T. S. Henry, Dr. Henry 
Canon, F. Walcott Jackson, Major-Gen, Plume, 
Major-Gen. Steele, Gen. Sewell, Gov. Green, aud 
the State officers. 

The Joe! Parker Association of Newark viewed. 
the body first at the Parker mansion and then 
the public was admitted. A constant stream of 


people passed through the rooms for more than 
two bours. It is estimated that more than 
4,000 people viewed the body. The massive 
form o/ the dead jurist lay in a coffin in the 
front parlor and the flowers were elaborate. 
When the hour arrived for the body to be taken 
to the chureh the procession, in charge 
of Major James 8. Yard, was formed 
as follows: The sexton and undertaker, 
the clergy, physicians, county and town 
ofticials, the Citizens’ Committee, the 
Monmouth Association, local and visiting soci- 
eties, Pall Bearers ex-Chancellor Runyon, Jus- 
tices Depue, Knapp, Scudder, Dixon, Reed, Van 
Sickle, and Chancellor McGill, the family and 
relatives, the Governor and staff, Gen. Sewell 
and staff, the Chancellor, ex-Chancellors, and 
Vice-Chancellors, Judges of the Court of Errors 
and Appeals, State officials and members of the 
House of Representatives, ex-Attorney-Gen- 
erals, members and ex-members and officers of 
the Senate and Assembly, county officials and 
Bar of Second Judicial District, citizens and 
visitors. 

The services at the church were in charge of 
the Rev. Frank Chandler, assisted by the Rev. 
Dr. Hodge of Princeton and the Rev. H. G. 
Smith, Pastor of the church. Mr. Chandler 
made the principal address, which was am 
eulogy of Mr. Parker. 

The body was buried in the cemetery at Free-' 
hold, and so great was the crowd that when the 
head of the procession had reached the burial 
place the rear was still in the neighborhood of 
the church. The coftin was 7 feet in length and 
30 inches across the top. It had oxydized silver 
handles, and was covered with heavy black 
broadcloth and lined with white corded satin. 
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WILL NOT AFFECT THE PARTY 
THE BOLT OF THE OHIO SENATORS WILL 
DO NO PERMANENT HARM. 

CoLuMBUs, Ohio, Jan. 6.—The Hon. W. 
8. Cappeller, Chairman of the Republican State 
Executive Committae, referring to the bolt of the 
eight Republican Senators, expressed himself as 
follows: ‘“‘The actions of the bolters may have a 
tendency in some sections of the State to create 
local strife. - But so far from crippling the 
party, it willamountto nothing. The only in- 
jury that will result from the action of those 
gentlemen who betrayed their party and elected 
a Democrat to a responsible office will fall upon 


the actors themselves, not one of whom will be 
renominated, In pointjof fact they have made 
their own political graves, and are even new rid- 
iculed by the Democrats of the entire State.” 

“ How do the Republican constituents regard 
the action of the Senators?” 

“Meetings have been held by the Republicans 
in nearly all the counties, and in every instance 
there haye been resolutions adopted condemn- 
ing the course pursued by the Senators. ifn 
every county, with the exception of Alien, the 
Republican papers censure the bolting Senators, 
In the county referred to the Republican papers 
do not approve, but occupy a neutral ground, 
Senator Cowgill and other old and experienced 
party men and managers have been severely 
censured, and the end is not yet.” 

* Will the Republicans of the alleged combina- 
tion issue a manifesto, or in any way reply te 
the proclamation of the dissenters?” 

“As to that, I cannot say, but in the event 
they do you may rest assured they will say 
something, and it will not require 3,000 words 
and diagrams to explain their acts and position.” 

“In this affair can you discover anything on 
either side having a vearing on national 
politics ?” 

“None in the least. Presidential preferences 
and all other preferences appear to have been, 
for the time being, ignored, and, as it has tarned 
out, the inference is that one particular Senator 
had family preferences and was deeply inter- 
ested in the bolt from that standpoint.” 

Gov. Foraker, when asked for his opinion as to 
the effect upon the Republicans of the State at 
large, expressed the opinion that it would not 
be at all serious. He regarded the whole affair 
as unfortunate, but further than this declined tu 
discuss the matter. 
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INDICTED FOR RUM SELLING. 
BELVIDERE, N. J., Jan. 6.—The Warren 
County Grand Jury broke up last night, aftera 
session of four days. During this time the com- 
plaints against a number of persons for illegai 
liquor selling were heard, resulting in the finding 
of 17 true bills. The matter has excited uni- 


versal interest throughout the county, as the 
persons most deeply interested are mostly Dem- 
ocratic politicians. As soon as it was discov- 
ered that an investigation was on foot the liquor 
men formed for mutual protection. About 60 
witnesses were summoned, mostly from Wash- 
ington and Oxford. As svon as these arrived it 
was found that whisky was free to all 
the witnesses who would drink, the idea 
being to make them so intoxicated as to be 
worthless as witnesses. This was stopped, how- 
ever, by the action of the court in imprisoning 
all drunken witnesses. [t then leaked out that 
asystem of mock grand juries had been insti- 
tuted in various places, in which witnesses were. 
instructed how to act when brought before the 
court. In Washington a number of persons 
subpoenaed refused to receive the process of the 
court. Bench warrants were issued for these, 
and to-day Lewis Sereveling was imprisoned 30 
days in the county jail by Chief-Justice Beasley 
for contempt of court. 

All efforts were unavailing, however, and 2 
large number of liquor dealers were indicted. 
Among them is Assemblyman Elepbiat Hooves 
of Washington. Heis a hotel keeper, and was 
elected to the Legislature last Fall on the Demo- 
cratic ticket. He is indicted for selling to 
minors and on Sunday. William Frome and 
Michael McCabe of Oxford, two political heelers, 
are also on the list. 
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A VETERAN DROPS DEAD. 

Burrato, N. Y., Jan. 6.—Arnold G. Har- 
ris dropped dead last night. He was a veteran, 
and had a most adventurous career. He was 
detailed to the command of a gunboat on the 
James River during the war, and entered the 
rebel lines asa Union spy, and remained there 
several weeks, eventually coming back witha 
full report of the enemy’s works. After remain- 
ing a while in the * capital of Dixie” he got into 
the confidence of the authorities there, and was 
ordered to report to Gen. Beauregard at Clraries- 
ton, where he was subsequently pat in 
command of the famous yacht Wanderer. This 
vessel attempted to run the blockade at Charles- 
ton with George N. Saunders and important 
dispatchea for the European agents of the rebele 
aboard. Harris contrived to run close enough 
to a blockading steamer to be captured with the 
dispatches. While with the Confederates he 
also succeeded 80 well that they actually en- 
gaged him to take a vessel loaded with cotton 
to England. He was noted for his bravery and 
fearlessness all through the war. At its close 
he returned to Buffalo, and after a time went on 
the police force. Whiie doing duty on the har- 
bor police force one nicht he was attacked by 
two men,and in defending himself shot and 
killed one of them, but his action was fully justi- 
fied by the authorities. His age was 52 years. 
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WOULD NOT ACCEPT A PARDON. 

St. Pau, Minn., Jan. 6.—It has just been 
made public that there is at least one person in 
Minnesota who prefers that the prison should be 
hishome, A man named Wilson was sentenced 


for life, and has now been an inmate of the Pen- 
itentiary about 11 years. Recwn.'ty an effort 
was made on the part of his old friends, among 
whom was a Catholic priest, to secure his par- 
don, and their endeavors would undoubtedly 
have resulted favorably but for the interposition 
of Wilson, who, on hearing of the effort to secure 
his release, wrote a letter to the priest, saying 
that he was an old man, that what little property 
he had had was gone, and that if he was released 
the only thing he could do would be to hunt up 
an almshouse, and that, under the circumstances, 
he preferred to pass the remainder of his life 
where heis. “Iam sure,” said the Warden to- 
day, ‘that heis the only one amoung the whole 
number of convicts who would refuse a pardon.’ 
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NEW DIFFERENTIAL RATES 


THE FREIGHT TARIFF 10 GO 
INTO EFFEOT MONDAY. 
NOTICE GIVEN TO THE TRUNK LINES 
YESTERDAY—THE FIGURES ON THE 

VARISGUS CLASSES OF FREIGHT. 

The Trunk Line Railroad Asseciatien 
yetverday gavo notice to the various roads of 
the adeptieon of anew differential freight tariff, 
te go into effect simultaneously with the 
amanted tariff next Monday. Tho following 
table shows the changes whish are ta take place: 
Classification 1 2.3 4 6 6 
Present standard rate 

100 pounds...........75 65 60 35 386 25 
Amended.... --76 66 50 S64 383 27% 
Differential.............70 61 47 86% 32 26% 

The rate is fixed upon Chicago freights. 
Tho amended rate was adopted last week and 
previded for an inerease of 10 per cent. in the 
rates for fourth, fifth, and sixth class freight. 
The 10 days’ netice required by Jaw will have 
expired and the rates will go into effect next 
Monday. They will apply to the New-York Oen- 
tral and the Pennsylvania Railroads. As the 
differential rate dess not involve an increase 
upentbe standard rate, as it will be after Mon- 
day,it was not deemed necessary te advertiss 
it, and it will therefore take effect at ths sams 
time as the new standard rate. Tie Erie, Wost 
Shors, Delaware, Lackawanna and Western, 
and Baltimore and Ohie Roads ars these which 
will receive whatever benefit may be derived 
from the lower rates. For the present these 
rates are made to apply only to traflic east of 
the Mississippi and north of the Chio River; 
but the agseeiation pow bas under consideration 
the through rates to points further West and 
South. 

A differential ratein favor of the Chesapeake 
and Ohio,the New-York,Ontarisaand Western, and 
the National Dispatch freight lines has always 
existed, and these are te be still further amended 
—perhaps by the allowance of a slight reduction 
in the prasent rates on chese lines, but that will 
nos be sattled until next week. 

A prominent railway oflicial who was asked 
forthe reasona for the establishment of dif- 
ferent rates for the @iffereut classes of 
rounds Said the reason existed in the char- 
acter of the roads themselves. Experience 
had taught them that under asingle arbitrary 
rate applicable to sll the roads afew of them 
would do nearly alltbe business andthe rest 
would janguish. There was enough business for 
all the reads, and if shippers would distribute 
their custom upon an aquitable basis to all 
the roads there would bse ro occasion 
for eomplaint. But there were differ- 
ences in the railroatis themselves—in 
their routes,in their roadhbeds, in their equip- 
ment, in their terminal facilities, in their man- 
agement.in the tims required to reach give. 
neints, in nearly everything—and the shippers 
would be led by these differences, freight rates 
being equal,to seni thatr freight by two or 
three prefsrred routes. It was therefore deter- 
mined te be necessary to offer the shippers some 
special inducements to send their freight by the 
affected reads, and, after leng and laborious 
consideration, the differential rates above 
quoted were agreed upon. Considerable opposi- 
tion was for a time manifested by the New-York 
Cenvral and the Pennsylvania Road to any re- 
ductions in favor of the other roads; butit be- 
erame apparent, after a little, that the bonds of 
the association wore being severely strained by 
this oppositicn, and 1f tt was desirable to pre- 
serve if and prevent a general free-for-all scram- 
ble for patronace, the big couple would have to 
give in—and this they did. The arrangoment is 
therefore declared to be anemicable adjustment 
of the prevailing differences of opinion, and the 
threatened cellapse of the association is 
averted. Only the big couple—the New-York 
Central end the Pennsylvania Roads—insisted, 
and tho others stipulated thatthe change should 
be allowed to go into effect with as little pub- 
lisity as possible, and this is the reason why 
Commissioner Fink refused to give the news to 
the press, but directed the reporter to the va- 
rious railroads for the particulars of the change. 
Each of the roads affected was found to be busy 
arranging its tariff to conform to the new sched- 
ule in contemplation of publishing the same 
next Monday. Shippers will find some comfort 
in the fact that the differential rates are not 
quite as highas the new amended rates, but 
this rosy fact bears a thorn in the reflection that 
even the diiferential rates are an increase upon 
the rates up to the present in operation. 


FLURRY IN ATCHISON STOCK. 
BOSTON BEARS DOING THE BEST 
FORCE IT DOWN. 


Boston, Jan. 6.—Atchison was pratty 
badly pounded on State-street to-day. It started 
in strong, but just before the close a Devonshire- 
street house, bullish on the stock, sold a little, 
not for themselves, for they are holding their 
stock for above par, but for a customer, 
which started a stampede at once. With- 
in 15 minutes nearly 400 shares were 
“damped” or “shorted,” and produced a 


break. With this came the usual “ bear’ stories. 
First, the Chicago Terminals had cost more than 
they were worth, and the Atchison had been 
badly taken in there. Second, the Atchi- 
son had a big floating debt, and the 
knowledge of the fact up to that moment had 
peen carefully concealed from the stockholders. 
To this point New-York addea a codicil that the 
Directors had just voted to issue a big mortgage 
bond to cover the debt. Third, Gould and the 
Missouri Pacific were going to raise merry some- 
thing with Atchison at some time in the future. 
The above are only afew of the many stories 
eurrent this afternoon regarding Atchison. 

A prominent local operator, a former member 
of the Stock Exchange and regarded on the 
street as the perfect embodiment of financial 
acumen, on being asked betty f the amount of 
the Atchison’s floating debt is credited with 
this reply: ‘Don’t ask me the present 
g@mount of. the Atchison'’s floating debt. 
The only man who can answer that ques- 
tion is President Strong, and he won’t tell. 
But I will say this: If Atchison continues to pay 
present dividends its floating debt before the 
end ef the year 1888 will amount to over 
$10,000,000.” Mr. Webster of the firm of Kid- 
der, Peabody & Co., fiscal agents for the com- 
pany, says to-night: ‘The Atchison company 
has no floating debt whatever. Like other cor- 
porations at times it buys rails, rolling stock, 
&c., on short time, and at the present moment 
it may owe small balances on some such ac- 
counts, but the company has on deposit in 
Boston banks cash enough, not held to meet 
dividends, but surplus cash, to more than oifset 
any and all such claims and leave the company 
perfectly free from obligation, with a clear cash 
balance on hand. Atchison is all right, and the 
small investor will before many days, make the 
big Chicago ‘ shorts’ squeal lustily and climb 
vigorously.” 


OPENING A NEW ROUTE. 
Boston, Jan. 6.—The new Sault Ste. 
Marie, or “Soo” route, from St. Paul and Mipne- 
apolis to the East, has at last been formally 
opened. This afternoon ex-Mayor Samuel OC. 


Cobb of this city received the following dispatch 
from Robert Hall, Secretary of the Minneapolis 
Board of Trade, and formerly of Boston: 

“ Minneapolis sends greeting and 102 cars of the 
best flourin the world East to-lay over the new 
‘Soo’ route. The wheat grew in the bad lands and 
46,000,000 bushels of the same kind were marketed 
in this city last year. Minneapolis is sorry you 
of the East and over the water are so far trom the 
feeding grounds. Still, we hope none of you may go 
hungry for bread or meat now that the ‘ Soo’ route is 
opened.” 

In reply tothe above Mr. Cobb wired as fol- 
lows: 

** Heartiest congratulations on the opening of the 
new route to thé Kast and the evidence of your 
boundless resources as shown in the extent of the 
tirst train beariug the staff of life.” 


LOOKING FOR A DEAL. 


Boston, Jan. 6.—Financial and railread 
men are contident that something in the line or 
a big railroad deal is being planned in this city. 
The reason for this belief is the factthat General 
Manager Hickson of the Grand Trunk, Vice- 


President and General Manager Potter of the 
Flint and Petre Marquette; General Manager 
Milliken of the Detroit, Lansing and Northern, 
and General Manager Spicer of the Chicago and 
Grana Trunk, and other prominent railroad 
men, dropped suddenly into the city and are 
quartered at the Revere House. The gentlemen 
are very close-mouthed. and nothing can be 
learned regarding their intentions. Some say itis 
a consulidation, but forget to say where the con- 
solidation is coming in. Others say it is a matter 
of terminals, and others that the meeting had 
something to do with the purchase of the Port 
Huron aud Northwestern by the Flint and Pére 
Marquette. 


TO 


TNC See 
TRANSCONTINENTAL RATES. 

Sr. Paut, Minn., Jan. 6.—General Pas- 

senger Agent Fee of the Northern Pacific in 

reply toa letter received yesterday from J. 8, 


Leeds, Chairman of the Transcontinental Asso- 
ciation, giving notice of a meeting Jan. 16, has 
written urging that the date be changed to Jan. 
12. Thisis done in order that the association 
may arrange some details before Jan. 20, when 
through rates from New-York to San Francisco 
will be considered at a meeting in New-York, 
The new rates from St. Paul and Missouri River 
points to San Francisco, which were decided on 
at the December meeting, have gone into effecf, 
and the rumored opposition of a Southern line 
is incorrect. Mr. Fee says the line in question 
sat present in the hands of a Receiver, apd, 
wihitis it may not be able to share in the expeise 
of the association, it is neverthelese a member, 
anc will adhere to the rulings of that body. 


TWO CENTS A MILE. 
St. PauL, Minn., Jan. 6.—The action of 
the Illinois Central in making a 2-cent-a-mile 
rate on 1,000-mile tickets has created a good 


dew] of uneasinesa among the St. Paul roads, but 
uate the present time none of the roads have 
wed the example, They are each awaiting 


the action of the others and sli are hesitating. 
The report that the Minnesota and Northwest- 
ern is preparing to put on asle 1,000-mile 
tickets at $20 was denied by officials of that 
road this morning, The General Passenger Agent 
of one road said to-day it would be ruinous to 
them all for any one to make a 2-cent-a-miie 
rate, and yet there is nothing left for any line 
competing with the Illinois Central but to make 
the rate. 


REPORTING FOR THE YEAR. 


ALBANY, Jan. 6.—G. Chnton Gerdner, 
Receiver of the Buffalo, New-York and Philadel- 
phia Railroad, reports for the year: 


1887. 1886. 

Gross earnings $2,716,388 $2,598,569 
Operating expenses 2,231,336 2,048,842 
Net earninga 485,052 649,727 
Income from investm’nts. 12,180 25,500 
Gross income 487,232 576,227 
Fixed charges 235,913 1,774,236 
Gross income.... - 261,319 cece 
1,199,009 


2,106,010 2,364,856 
834% 82149 


Total deficit Sept. 3 
Miles road operated 


HK LEAVES WIFE AND CHILD. 


_AND RUNS OFF WITH TRUST FUNDS 
AND BORROWED MONEY. 
Mipp.LeTown, N. Y., Jan. 6.—Albert T. 
Flogaus,@ young man prominent in business 
and social cireles in this town, disappeared last 
Tussday night; and is believed to have ab- 
sconded with quite a large sum of borrowed 
money and trust funds. He was the Executor 
of the estate of his father-in-law, the late John 
Leeson, whe died about a year ago, and as such 
received among other assets the avails of a five- 
theusand-dollar insurance policy issued by the 


Co-operative Life and Aecident Association of 
the United States. Tuesday last was the 
day appointed for the final settlement of his 
affairs as Executor and the distribution among 
the heira of John Leeson of the estate moneys in 
Fiogaus’s hands. He failed to make an ac- 
counting, and instead drew all the estate funds 
from the bank where they were lying on deposit, 
and disappeared as stated. Before leaving he 
went around among business acquaintances of 
the town, and on one pretext or another induced 
a number of them tocash checks or loan him 
eurrency in sums from $15 upward. Flogaus 
gave no bonds as Executor of the Leeson estate, 
and unless the money can be recovered of him 
the heirs will suffer a total loss. Among the 
heirs are two orphan girls, granddaughters of 
the deceased. The fugitive deserts a wife and 
young child, who are left comparatively desti- 
tute. He was traced as far as Port Jervis, and 
is believed to have taken an Erie Railway night 
train there for some point in the far West. 
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GLASSWORKERS WILL FIGHT. 

PiTrsBurG, Penn., Jan. 6.—The American 
Flint Glasswerkers’ Union has declared war on 
several well-known glass manutacturers, and at 
an early date they will institute proceedings 
against several firms for violation of contracts. 
On last July the workers at the Central 
Glass Works at Wheoling, Hobbs, Brockumer 
& Co. at the same place, and the 
men at Danzell & Gilmore’s Works at 


Wellsboro, West Va., presented ascaleto their 
respective employers which they eigned. The 
scale was to remain force fera year from the 
time it was signed. Yesterday the men employed 
at these works received notice that all the works 
would be shut down unless they accepted a 
seale which was prepared by thé Man- 
ufacturers’ Association. This the men 
refused todo, and asaresult the works were 
closed down. One of the workmen employed at 
the Central Glass Works came to the city this 
afternoon, and, in speaking ef the troubles, 
said: ‘We intend to enter suit against the 
firm for damages for violation of contract, 
They entered into the contract last July, 
and we have been werking on the scale 
ever since. Yesterday we were informed 
that the works would be shut down 
unless we accepted the manufacturers’ scale. 
Of course we refused to do this. Our object in 
bringing the suit is to make the manufacturers 
understand that their employes have a right to 
protection as much as they have. Should our 
case against the Central Glass Company be suc- 
cessful a number of other suits will be insti- 
tuted,” 


antitieliiabaidimnciacit es 
SNAPPER GARRISON ON THE STAGE. 
The dare-devil of the American race 
tracks, Edward H. Garrison, more generally 
known as “ The Snapper,” is to make his first 
appearance on any stage next Monday evening. 
Last night Mr. McCarthy, representing the man- 
agement of “A Run ef Luck,” now on the stage 
at Niblo’s Garden, signed a contract with Mr, 


Garrison in his Brooklyn residence, ‘The 
Snapper” now wefghs about 135 pounds. 

In the last act of “ A Run of Luck” the chest- 
nut filly Netroma, belonging in Walter Gratz’s 
stable, plays the leading rOle, and by winning 4 
race enables the hero to upset the plans of the 
Villain. The filly is, for the purposes of the 
play, rechristened Daisy, and is now rid- 
den nightly by the light-weight jockey 
Gorman. On Monday evening Garrison 
will have the mount and ride Daisy to 
victory as he rode 117 racers lastseason. Gar- 
risen has but one speech to make, that being 
just before the race is run, when he receives in- 
structions as to how to ride the race. He may 
have stage fright then, but he certainly will not 
when once in the pigskin astride the filly’s back. 

At the conclusion of his engagement at Niblo’s 
Garrison will goto Caiifornia to ride for Mr. B. 
A. Haggin, who pays him a salary of $12,000, 
and enough more in winning firat to bring his 
salary up to $15,000 fer the séason. 


ee 
ORUELTY ON SHIPBOARD. 

St. Jonn, New-Brunswick, Jan. 6.—The 
preliminary examination in the case of the 
officers of the Yarmouth ship Vancouver, 
who are charged with brutality to sailors, was 
begun here today. Five separate informations 
have been laid against the prisoners, two of 
which are of a very serious character. The 
complaint of Henry Hoare, 20 years of age, of 


London, was before the court during the forenoon: 
This complaint sets forth a long list of cruelties 
practiced on Hoare during the passage by 
Frank Kinney, the boatswain, and Robert Davis, 
second mate. They are charged with aggravated 
assault upon him by beating bim with a belay- 
ing pin, by jumping on him, and kicking him in 
all parts of the body, particularly on the head 
and face, knocking his teeth out, and compelling 
other men of the crew to drag him around the 
detk with steel pincers, covering him with tar, 
compelling him to go about the deck naked in 
extremely cold weather, dashing cold water on 
him, compelling him to remain aloft without food 
for upward of six hours, and otherwise ill treat- 
ing him. Public feeling against the officers of 
the ship is strong. 
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TBE RUBBER COMBINATION. 

The American rubber clothing manu- 
facturers, to the number of about 40, have been 
in session at the Metropolitan Hotel in this city 
during the past week seeking to perfect some 
arrangement with each other by which the 
prices of their wares could be maintained 


at a profitable standard. Competition with 
them has in the last few rears run 
the business down toamerely self-sustaining 
igure. Six menths ago two associations were 
formed, one of the gossamer manufacturers, the 
other of the makers of heavy clothing, and both 
resulted in great benefit to the trade. This 
week’s meeting was for the purpese of conbin- 
ing these associations and establishing a stand- 
ard price list. This was done and eaesh member 
pledged himself not to undersell any of his fellow 
members of the association. The new prices 
will average 5 per cent. higher than these of the 
last season, but these are said to be neeessary 
in order to afford the manufacturers 6 per cent. 
profit on their investments. The mills of the 
country are capitalized at nearly $20,000,000 
and the annual output is about $5,000,000, 
Meetings are to be held wctae A at Boston, 
Chicago, and New-York, alteruately. 


SUIT FOR DIVORCE. 

CuicaGo, Jan. 6.—Mrs. Marie Augusta 
Cogniard Thuret de Veulle, who lives in this 
city, has begun suit for divorce from her hus- 
band, Alfred George de Veulle, a wealthy wine 


merchant of 8t. Hellers, Jersey, the island where 
the Jersey Lily budded into beauty. Mrs. de 
Veulle has an income of about $3,000 per year 
from property in Paris, and has been \iving in 
Chicago for the last two years, while her son, a 
lad of about 15, is being educated. She met de 
Veulle in Paris about 17 years ago, and they 
were married. She says his continual intrigues 
with peasant women and servants made her 
wedded life very unhappy, and unkind treatment 
added made it simply unendurable. In the writ 
which has been issued, in order that the deposi- 
tions of witnesses in St. Heliers might be taken, 
Mr. de Venlle’s residence is given as 2 Green- 
wood Villas, Roseville-street. 
i 
NOT MUCH ANNOYED. 
President Austin Corbin of the Reading 
Railroad systemjand Mr. A. J. Drexel of Phila- 
delphia, its principal financial backer, both en- 
oyed the opera from a private box at the 
etropolitan Opera House lastevening. Their 
resence there during the much-talked-of strike 
ed people generally, particularly’ the Wall- 
street contingent, to believe that the dangers of 
the strike becoming serious were rather limited. 
Else, they argued, these magnates would be in 
Philadelphia conferring with the leaders of the 
strike, who seem so anxious for arbitration, 
EEO 


A MISSING HOSBAND. 
A much agitated wife appeared at Police 


Headquarters last night and reported the disappear- 


ance of her husband, James Croall, an insurance 
surveyor, 38 years old, of $38 East Eighty -second- 
street and $3 Pine-street. He has not been seen 
since Tuesday. 


A DAY OF SURPRISES. 


NEW-YORK HAS A MONOPOLY OF SLIP- 
PERY WEATHER. 

It would be difficult to calculate the num- 
ber of people in this city who sat Gown upon a 
cold and slushy sidewalk yesterday without 
having had any intention of doing s0, and it 
would be impossible to state how many floun- 
dered about on the icy pavements, after the man- 
ner of pupils in the graceful art of skating. 
From noon until midnight pedestrianism was 
accomplished with great difficulty, and at 


considerable hazard, for where the pavements 
were hot covered to the depth of an inch with 
an accumulation of slush they were coated with 
ice as smooth as polished granite and as slippery 
as—ice. It was not ge-as-you-please pedestrian- 
ism either, being of a rather go-as-you-don’t- 
please character. A corpulent gentleman who 
sat down upon the sidewalk on John-street, near 
Broadway, with such sudden force as to bring 
his silk hat down to his ears, exclaimed, ‘‘ Con- 
found it !” while a lady, who had a similar ex- 
perience, (with the exception of the hat and 
the ears,) While crossing City Hall Park, said, 
“Good gracious !”. Their ejaculations were ditf- 
rep butin these cases they meant the same 
thing. 

Very few people walked across the Brooklyn 
Bridge, and those who did cross it on foot hada 
disagreeable ey beeen for where there was no 
slush there was ice, ana there was aplenty of 
both all the way over. The traffic on the sur- 
face and elevated roads was, as usual under such 
circumstances, very heavy. Many complaints 
were heard about the condition of the stairways 
leading to or from the elevated stations, <As far 
as could be learned no effort was made to keep 
the steps free from ice, and in many cases there 
was absolute danger in ascending or descend- 
ing them. Almost everybody kept a firm grip 
upon the railings along the stairways, and it was 
necessary to do 80 to avoid the danger of a slip 
and afall. In exceptionally bad condition were 
the steps at the City Hall station during com- 
mission hours. The sleet began falling about 
noon and did not cease until after 9 
o'clock at night. The trees throughont the city 
and the overhead wires became quickly coated 
with ice. In the City Hall Park, after the 
electric lights had been turned on, the ee, 
ance of the trees was gorgeous. The brilliant 
lights shining upon the ice-covered branches 
made them appear as if made of crystal, 
and, as they gently moved to and fro, 
the ever-changing reflections bad an al- 
most dazzling effeet upon the eyes. On the 
lower part of Broadway, where hundreds 
of wires cross the street, the aspect was bo less 
remarkable for its peculiar beauty. Swollen to 
the size of cables with an insulation of ite, the 
mass of wires seemedto be hung across the 
thoroughfare like a solid curtain of woven and 
polished silver strands. Hundreds of people 
stopped to gaze up at them, and every one had 
something to say of their appearance. 

The weather of yesterday seems to have been 
contined to this neighborhood as far as the sleet 
was eoncerned, so the autocrat of the weather 
in the signal oftice said, but if rained generally 
throughout this State, Pennsyivania, Ohio, and 
Michigan. The night manager of the Western 
Union office reported that up to midnight no 
damage had been caused to the wires by the 
sleet, though the weight of ice might carry them 
down at any moment. 

The record of Hudnut’s thermometer yester- 
day was as follows: 3 A. M., 23°; 6, 22°; 9, 
22°; 12, 24°; 3:30, 25°; 6, 29°; 9, 30°; 12, 31°. 

scliiientoha tn 
THE WHRATHER. 
PRM SIRS TL 

WASHINGTON, Jan. 7.—For Maine and 
New-Hampshire, fair weather, followed by snow 
or rain, warmer, light to fresh variable winds, 

For Massachusetts, Vermont, Rhode Island, Con- 
necticut, and Eastern New-York, snow or rain, 
warmer, light lo fresh variable winds. 

For Eastern Pennsylvania, New-Jersey, and 


Delaware, warmer, rain, light to fresh variable 
winds. 

For the District of Columbia and Maryland, 
rain, followed by fair weather, warmer, light to 
fresh southerly winds. 

For Western New-York, snow, followed by 
rain, warmer, followed by colder, light to fresh 
variable winds. 


The following shows the changes in the tem- 
perature for the past 24 hours, in comparison 
with the corresponding date of last year, as in- 
dicated by the thermometer at Hudnut’s phar- 
macy, 218 Broadway: 

1887, 1888. 1887. 
31° 23°} 3:80 P. M...32° 
i >| 6P. M. 29° 
@ P.M. 


1888. 
259 
200 


30° 


3A, M 


Average temporature yesterday % 
Average temperature for same date last year...29%4° 
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NOT AT ALL WORRIED. 

WorCESTER, Mass., Jan. 6.—The Wash- 
burn & Moen wire fence people do not seem at 
all disturbed by the Iowa decision, which an As- 
sociated Press dispatch announces will result in 
all the manufacturers of barbed wire at the West 
refusing longer to pay royalties to the Worcester 
corporation, The following statementis author- 
ized by the President of the Washburn & Moen 
Company: ‘“ Our interests are not necessarily 


affected, as we own a large bumber of patents 
on differents forms of barbs and on machinery 
for making them, so that any unlicensed manu- 
faecturers of barbed wire will of necessity in- 
fringe some one of those patents and can besued 
uponit. The Glidden patent has already been 
sustained in the lowa Circuit by Judge Brewer, 


and if Judge Spiras’s decision proves to be ad- } 


verse to the patent the case will no doubt be ap- 
pealed to the Supreme Court of the United 
States. Weownall the foundation patents on 
barbed wife machinery, and expect to con- 
trol the business until the expiration of 
these patents, which have still six to 
eight years torun. Our business will not be af- 
fected in any way by this decisien. We have 
been in litigation on this subject for 
the past 10 years, and expect to be 
in litigation until the atents have 
expired. Our licensees are licensed under 
all our letters patent, and an.adverse decision 
onf one] of them in nowise affects their relation 
to us nor their hability to pay us royalty, and 
wedo not know why trouble from this source 
should be apprehended.” 


a rt 
GATHERING THE 1IOE. 
CATSKILL, N. Y., Jan. 6.—At a number of 
peints along the Hudson River operations on 
the ice were begun to-day. The ice cutters say 
they have found excellent 8, 9, and 10-inch ice 
all the way between Hudson and Coeymans, 
Here and there “ bad places” were found, but 


they were the exception, not therule. Between 
Hudeon and Albany the Hudson is frozen tight 
asa drum all the way, and ferries have been dis- 
continued, 


Ronvpovt, N. Y., Jan. 6.—A track half a 
mile wide is still open in the Hudson here, 
though south of Esopus, a short distance, and in 
Crum Elbow the icefields are fast from shore to 
shore. Ice formed rapidly last night and to- 
day. Harvesters began work north of here this 
forenoon, though full forces will not be em- 
ployed north of Kingston Point until Monday. 
Teemen take a hopeful view of the situation, and 
feel assured that not only a large but a very 
fine crop of ice will be gathered. 


Troy, N, Y., Jan. 6.—Large gangs of 
men are scraping, marking, and cutting ice on 
the river, and already a considerable quantity 
of ice has been stored. The ice, which is from 
six to eight inches thick, varies in quality, in 
some spots being of the best, while in others it 
is dirty and very poor. 


ne 


THE TELEPHONE INVESTIGATION 
SYRACUSE, N. Y., Jan. 6.—Assemblyman Had- 
ley and the clerk of the committee of the Legislat- 
ure to investigate the alleged excessive rates by 


telephone companies of this State are here drawin 
up the committee’s report, which will be submitted 
in 30 days. It is stated they will not report the 
finding of exceasive rates from testimony of sub- 
scribors, as there was little complaint from them, 
but they may report that in some places the rates 
are excessive as compared with the income of the 
companits. They also say the evidence shows that 
the serviee of New-York City is as good as can be 
expected under the circumstances, 
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BAD FOR POLICY H#sILDERS. 

HARTFORD, Conn., Jan. 6.—The Receivers of 
the Charter Oak Life Insurance Company of this 
city, I. W. Brooks and E. A. Stevens, have been al- 
lowed $10,000 assalary for their first year’s serv- 
ices. Legal expenses have exceeded $6,000, and 
office expenditures willrun up the total amount to 
$20,000 for the first year of the Receivership. It is 
now believed that the company’s property in this 
city, Which cost $800,000, will not net the pelicy 
holders a dollar, the whole being swept away by the 


mortgage of $200,000 and interest held by the 
4itna Life. 
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FOUND DEAD IN A OISTERN. 

JAMESTOWN, N. Y., Jan. 6.—Yesterday after- 
noon the community was shocked by the death of 
John Selfridge, who broke his neck ina fall from 
a building, and to-day Mrs, Rolland Lee was founa 
in a cistern, where she had cemmitted suicide. She 
was only 22 years old. She occupied a room with 
her sister, and had evidently got out ofa second. 
story window in the night and thence jumped into 
the cister Her mind had been impaired for some 
time, and she had once before made an attempt at 
suicide by taking peison. 
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MUST REFUND THE MONEY. 

ALBANY, Jan. 6.—In the matter of the applica- 
tien to Superintendent of Public Instruction Draper 
for the removal of Henry Corkey and James Cox as 
Trustees of Union School District No. 1, town of 
West Chester, fer illegally voting money on a con- 
tract for building, a scheolheuse before due, the 
Superintendent has directed that the Trustees 
named refund to the district $650 within 20 days 

from Jan, 4, or be removed from office. 
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Phe ciayner ss ees. sag J Bosse Brothers 
*, Crockery Merchants, raade an ag P 
day. Liabilities over $60.000, iesomerind 


he Hete-bork Cimes, Saturda 


} sioner Reilly, 


THREH YOUNG SCAPEGRAOES. 


CONCOCTING A STORY OF ROBBERY IN 
A HOTEL, BUT BREAKING DOWN. 

If J. W. Emerson, the Englishman who 
on Tuesday reported that the evening before at 
the New-York Hotel he had been robbed of $50 
anda watch and chain ina singular fashion, 
had not gone to Police Headquarters last 
night to report new and equally singu- 
lar adventures, the police would have succeeded 
in suppressing a very interesting story of misad- 
venture to three young scamps at another hotel. 
Mr. Emerson’s mission was to relate that early 
in the afternoon he received a mysterious mes- 
sage that if he went to the Grand Central Hotel 
he would find a man who, for $175, would re- 
cover him his watch and chain. 

Mr. Emerson atarted for the hotel, but at the 
corner of Washington-place and Broadway a 
rough and ill-visaged fellow hissed over his 
shoulder: “I’m the mah you're looking 
for,” and beckoned to him tv follow in 
the direction of Washington-square. Mr. 


Emerson is yet nervous from his experience of 
Monday, and, instead of following, he went 
back to the New-York Hotel. Later in the 
day, Mr. Emerson went on to say—let- 
ting the police cat out of the bag— 
he was summoned to the Twenty-third 
Sub-Precinct to look at two youths 
whu were under arrest as suspicious persons. 
They had been taken into custody for strange 
behavior at the Grand Union Hotel, but neither 
was the thief who emerged from under Mr. Em- 
erson’s bed and robbed him. 

Mr. Emerson’s story became uninteresting at 
this point, and the officer in command of the 
desk at the Grand Central Station Police quar- 
ters looked very knowingly when the reporters 
paid him a Visit. “Can’t say anything about 
it. Nothing in it. Orders from the Captain 
and headquarters. Don’t want to get 
me into any trouble, do yout” was 
all he would say at first. Finally he admitted 
that Capt. McElwain had had a case under iIn- 
vestigation during the afternoon, but discharged 
two young men who were suspected of intend- 
ing todo wrong. More he would not reveal, but 
the story was finally obtained, 

It appears that about 6:30 P. M. Thursday 
three hare-brained lads registered at the Grand 
Union Hotel as J. F. and William Marshal and 
D. E. Smith of Boston, when they should havo 
have inscribed thémselves as Joseph F. 
Conway, 18; William Conway, 16, and 
Samuel E. Coleman, 15, of New-York. They 
lounged about the corridors and in the 
barroom in a callow way until 11 o'clock, and 
went to bed in room 88, which has two beds, 
after paying $3 forit. They left the hotel just 
before noon after they had had several 
mysterious conferences in the office. Early 
in the afternoon the elder Conway came 
to the hotel with Detective Dennis McMahon, 
to relate an extraordinary s¥ory of robbery. 
During the night, he said, a rap at the door of 
Room No. 88 was answered, and its three oc- 
cupants were confronted by a _ fierce-look- 
ing fellow, leveling a pistol. Commanding them 
to hold their hands up, he looted their pockets 
and departed with $50 and four gold watches, 
worth about $700. Proprietor Garrison smelled 
amouse and a demand for indemnity. After 
satisfying himself that the yarn was of 
the genus cock and bull, he put Mr. 
Conway through a course of sprouts, 
Mr. Garrison is, an able cross-examiner and he 
bewilderea his witness abont Boston to such an 
extent that, just before he had irretrievably com- 
mitted himself by making a demand for meney, 
he broke down and admitted that the stery of 
robbery was a fabrication. Detective McMahon 
stepped out and arrested Coleman and Mr, Gar- 
rison sent the prisoners to the station house, 
while he, in the interest of the Hotel Keepers’ 
Association, busied himself with his telephone 
to summon persons who had lodged complaints 
that the “brace game’ had been played on 
them. } 

The result was that the unhappy youths were 
brought out from time to time to be scanned by 
hotel clerks and proprietors. When the 
ordeal was over ‘they were in such 
a hmp moral condition that they were 
willing to admit everything. They gave their 
right names and confessed that, after robbing 
relations, they had startedon a carouse. Tho 
story of the robbery they concocted after read- 
ing of Mr. Emerson’s adventure. Capt. Me- 
Elwain sent for the father of one of the boys, 
a prosperous and well-known merchant, and at 
his request and beeause no charge could be pre- 
ferred, except perhaps “disorderly conduct,” 
released his son. Later in the day family influ- 
eneo secured the release of the other prisoners, 
A mistake as to the character of the offense and 
the age of the prisoners resulted in Mr, Emer- 
son going to the station house, 
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PUBLIC OFFICERS VINDICATSD, 

MEMPRIS, Tenn., Jan. 6.—This community 
was startled by a sensation this merning in the 
Criminal Court when Attorney-General Peters 
moved that all the indictments, 82 in number, 
pending against President D. P. Hadden, Fire 
and Police Commissioner James Lee, Jr., Coun- 
selman John F. Randle, County Trustee A, J, 
Harris, and Wharfmaster Patrick Kallaher be 


dismissed, which was done without the consent 
or knowledge of these gentlemen, by Judge J. J. 
Dubose in a prepared opinion, in which he stated 
that he accepted the result of yesterday’s elec- 
tion as equivalent to the verdict of a jury tind- 
ing the above-named persons not guilty of the 
oftenses for which they had severally been in- 
dicted. The conduct of Judge Dubose is aceept- 
edasa complete vindication of the men, who 
were indicted for the misappropriation of public 
funds, and the ending of a class which has exiat- 
ed here for the past year between the Criminal 
Court and Taxing Distriet Government. 

A few days ago Wharfmaster Kallaher pro- 
duced documentary evidence which convinced 
the Attorney-General that he was innocent, 
hence the dismissal of the GO indictments against 
him. 


te eck Lacteinalcig Neonatal 
THR WELLAND CANAL. 

Otrawa, Jan. 6.—Inquiries have been 
made at the Department of Railways and Canals 
to ascertain what authority there was for the 
statement upon which Congressman Dingley 
supported his resolution of inquiry in the Amer- 
icas& House of Representatives as to the alleged 
discrimination against American vessels trading 


through the Welland Canal. The officials stated 
that they are bound by treaty not to discrim- 
inate. Thetreaty of Washineton contains the 
following clause: 

“The Government of her Britannic Majesty en- 
gages to urge upon the Government of the Dominion 
of Canada to secure to the citizens of the United 
States ihe use of the Welland, &t. Lawrence, and 
other canals inthe Dominion on terms of equality 
with the inhabitants of the Dominion.” 

An official stated that, while this was being 
carried out to the letter, he doubted much if the 
spirit of the treaty was being observed. He 
illustrates: Grain carried for transshipment to 
the seaboard entirely through Canada, after its 
entrance at the Welland Canal, was free of tolls, 
while grain to be transshipped at American 
ports was obliged to pay tolls. 


_———— 


COUNTY DEMOCRACY PRIMARIRS. 
The County Democracy primaries were 
held last night in all the 812 election districts 
in the county. One thousand four hundred 
and twenty-six members of the County Gen- 
eral Committee were elected, every one 
of them without even the form of a 
contest. Among those chosen to attend to 
the party work for the ensuing year were 
Senator Murphy, Assemblyman Flynn, Com- 
missioner Coleman, Warden Walsh, Assembly- 
man Sullivan, Mayor Hewitt, Judge O'Reilly, 
Corporation Counsel Beekman, Jury Commis- 
Congressmen Cummings and 
Campbell, ex-Mayor Cooper, Arthur Berry, 
Commissioner Voorhis, Surveyor Beattie, Thom- 
as Costigan, Col. Merriman, Justice Power, 
District Attorney Fellows, Gen. John Newton, 
and Fire Commissioner Purroy. 
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SUING FOR HEAVY DAMAGES. 

Mempuis, Tenn., Jan. 6.—Suit was insti- 
tuted here to-day against the Louisville, New- 
Orleans and Texas Railroad for $430,000 dam- 
ages, Claimed to have been sustained by several 
insurance companies by the loss of over 500 
bales of cotton burned in ithe compresses here 
about one year ago. It is alleged the fire origin- 
ated from a spark of a passing locomotive be- 
longing to the railroad, The railroad officials 
are sanguine of establishing the contrary when 
the cases are called for trial. 

et a 
MURDERED A NEGRO. 

LA GRANGE, Texas, Jan. 6.—From Southern 
Troupe is reported a shocking murder. James 
Prophett, a young white man, quarreled with Reu- 
ben Pogue, a negro. Prophett went to Pogue’s 
house in the might and asked for a drink of water 
and some matches. Pogue lit a lamp, oponed the 
door, and handed out the water. As he did so Proph- 
ett shot him in the right side with a gun loaded with 


buckshot. The wounded maa lived 24 hours. 
Prophett eseaped. 
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JACQUES KRUGER IS NOW A OOUNT. 
MINNEAPOLIS, Minn., Jan. 6. — Comedian 
Jacques Kruger, buffo of a light opera company now 


here, has just been notified by his New-York attor- 
neys of the succeseful issue of a lawsuit lorg pend- 
ing by which he comes into possession of a valuable 
- g in France and becomes Count de Cartier de la 
ais. 
—_—— rr 


INDORSING TRE MESSAGE. 
CLEVELAND, Ohio, Jan. 6.—The Tilden Club, 
the leading Democratic organization in this part of 
the State, largely composed of active workers and 


ponines citizens, to-night unanimously indorsed 
resident Clevelanti’s message, and ordered novice 
of the action sent to the President and the Senator 
and Congressmen from his district, 


ree 
John Larmouth & Co.’s threshing machine 


factory at Montreal was destroyed by fire yesterday. 
Loss, $10,000; partly insured, 
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DRESSED-BEBEF MEN PROTAST. 


THE ANSWER WHICH IS MADE BY THE 


RAILROAD MEN. 

Cutcago, Jan. 6.—On several ocrasions 
during the past month dispatches have al- 
luded to the fact that counsel for the dressed- 
heef shippers of this city and East St. Louis 
were engaged in preparing a petition to 
the Inter-State Commission, charging the 
Vanderbilt lines and Grand Trunk Railway 
with a violation of the Inter-State Commerce act 
in that the railroad lines were charging exor- 
bitant rates for the carriage of dressed 
beef to New-York and intermediate points. 
These rates were deemed exorbitant 
by the shippers when compared with 
those charged on boxed and bulk provisions. 
The dressed-beef men estimate that the freight 
overcharges amount to about $1,000,000. The 
general history of the business during the last 
six years is given inexlensoin the bill of com- 


plaint, which recites facts already familiar to 
readers of the TIMES. 


As the managers of the railways interested in 
the dressed beef traffic were long ago informed 
ef the intention of the shippers to take an ap- 
poal to the Inter-State Commerce Commia- 
sion, the task of formulating a reply was 
intrusted to George R. Blanchard, Chairman of 
the Central Traffic Association, of which all the 
east-beund roads, with the exception of the 
Chicago and Atlantic, are members. He 
has been engaged upon tle work for 
several months, Attached to the an- 
Bswer, 8 copy of which was obtained 
to-day, are several ¢laborate tables showing the 
earnings on all classes of freight during 1886, 
gross, net, and per ton, per mile, and 
also the proportion of dressed beef 
to the total tonnage, the amount 
earned by each road handling the 
traffic, a detailed account of the arbitration in 
1884 between the live-stock shippers, the 
dressed-beef men, and the railroad companies, 
looking toward an _ equalization of rates 
on the two articles of traffic, and 
also the text of Judge Cooley’s award, 
which was printed at the ume. Judge Cooley 
is now the Chairman of the Inter-State Com- 
merce Commission. In their answer to the com- 
plaints of the dressed beef shippers, ths railroads 
call attention to the fact that twice the shippers 
have arbitrated the question of rates, both times 
claiming only that dressed beef was in com- 
petition With live stock, and at no time claiming 
that the dressed beef rate should be fixed with 
reference to the rate on salt or cured previsions. 
It refers at great length to the cost 
of handling the dressed meat trafiic and declares 
that the net revenue from such traftic is less 
than could be derived from grain or package 
provisions. In handling dressed beef the railroad 
men say they are compelled to relinquish cars for 
an unprofitably long time; that the trains have 
torunat a high rate of speed and require ex- 
pert train hands to manage. By the use of 
statistics itis sought to show that a lower rate 
cannot profitably be made on dressed meets, 
and the answer as a whole is one with which the 
railroad men are satisfled. 

Scan cicnd Seinen Aphicinetincndschags 
THEY WANT THE COLUMBUS SCALR. 

Pirtspur@G, Penn., Jan. 6.—At a meeting 
of the oval miners of the Clearfield region held 
at Dubois to-day it was resolved to notify 
the operators that if the Columbus 
scale was not paid by the 21st 
inst. &® general scrike would be inaugurated. 
Several thousand miners were represented 
at the meeting. In this district the miners’ 
officials expect to get the men at the Hon. Will- 
iam L. Scott’s mines to strike for the Columbus 
seale within the next 48 hours. A convention 
willbe heid here on Monday by the miners receiv- 
ing the advance to arrange to pay the strikers 
5 cents per ton while they are out. Master 
Workwan Lewis of the Miners’ National District 
received a telegram from Reading this evening 
requasting him to attend a conference of the 
strikers there. He left on the night train. 

2 die 
FREIGHT TRAINS WRECKED. 

CLEVELAND, Ohio, Jan. 6.—Through a 
misrepresentation of orders, two freight trains 
on the Nickel Plate Road came in collision near 
Willoughby at 2 o’clock this morning. The east- 
bound train was largely made up of loaded cat- 
tle and refrigerator cars for New-York. The 
wreck was thorough, and many cattle were 
killed. The damage is between $10,000 and 
$12,000, according to the company’s estimate. 
The engineers and firemen ef both trains saw 
the danger 1n time to escape by jumping. The 
ouly person hurt was a man named Lelffingwell 
of Ashtabula, who was in charge of a carload of 
apples, which was redueed to cider. He is in- 
jured internally. 
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JEWELERS EMBARRASSED. 

PHILAPELPHIA, Jan. 6.—Hamrick & Son, 
jewelers, 804 Chestnut-street, are temporarily 
embarrassed, with liabilities estimated at 
$90,000. They have called a meeting of their 
creditors, who are principally in New-York, to 
take — in this city next Monday, and itis 
said that a proposition will be made to settle at 
50 cents on the dollar. Mr. Oliver M. Hamrick 
said to-day that he expected to amicably adjust 
the matter. He declined to make any statement 
tor the public. Messrs. Hamrick failed less than 


five years ago. Their second embarrassment is 
attributed to insutlicient capital. 


TYPHOID FEVER AMONG PRISONERS. 

Derroit, Mich., Jan. 6.—Dr. Williams, 
the physician of the State prison at Jackson, 
made the startling report this morning that 
there is an epidemic of typhoid fever at the 
prison. On Dee, 1 there was nota sick convict 
in the institution, but to-day the doctor says 
there are 30 severe Cases, and more complaining 
with thesymptoms. The cause will be at once 
looked into. Three new cases developed this 
morning when the doctor made his visit. There 
are nearly 800 prisoners confined there, 
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BARRED FROM PIMLICO. 

A dispatch from Baltimore announces that 
the Executive Committee of the Maryland 
Jockey Club has voted to bar from the Pimlico 
track all horse owners that allow their horses 
to run during the Winter at the Eastern tracks. 
This action is taken because the meetings are 
held solely in the interest of pool rooms and are 
aninjury tothe norse-racing interest in every 
way. This isin line with the action already 
taken by the Coney Island, Brooklyn, and Amer- 
igan Jockey Clubs, 

os 
THE REBEL KNIGHTS. 

CHICAGO, Jan. 6.—The latest move in the 
rebellion among the Knights of Labor is the 
organization of a provisional committee of 
rebels in the city of Washington, D. C., and 
a circular has been issued by them and 
received by the Secretary of the National 
Provisional Committee in this city. The circu- 
lar is marked throughout by an unusually clear 
and dignified style. It contains an enumeration 
of the demands of the rebels at Washington, 
which are in sudstance the same as those of the 
Chicago, New-York, and Philadelphia rebels, 
heretofore published. 
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BALTIMORE TRIPLETS. 
From the Baltimore American, Jan. 5. 

Mrs. Robert Wright and her triplets, 
which were born a few days ago at 867 Pierce- 
street, are getting along finely. The house is 
still visited by anumber of curious people, but 
the attending physician refused to let them see 
the children. ‘hey are all named for Mrs. 


Clevelanad—Frances Carrie, Folsom Antonio, and 
Minnie Cleveland. 


Saiiienenmesn Socemee 
WILL NOT BE WHIPPED. 
JACKSONVILLE, Fla., Jan. 6.—At to-day’s ses- 
sion of the Criminal Court, Judge Jones discharged 
the half-hundred tramps in jail under his original 
sentence of 39 lashes on the bare back. Nearly 


every member of the Bar made strong pleas fora 
revocation of the sentence and argued that the law 
Was unconstitutional, inhuman, and unchristian. 
The Judge finally said he would allow this batch 
leniency, but he said emphatically that he proposed 
to enforce it on the next lot. The matter created a 
sensation far beyond the State limits, and remon. 


strances were sent here by various religious and 
other bodies. ; 


+ mage 
RAILROAD STATION BURNED. 
ATCHISON. Kan., Jan. 6.—The Atchison Union 
Railway Station took fire at 2 o’clock this afternoon 
andin about three hours was entirely destroyed, 


The upper story was occupied as a hotel, under the 
management of W.C. Johnston. All the station 
and hotel furniture excepting the carpets were 
saved. The loss is about $125,000, upon which 
there is an insurance of $50,060, 


Sanne... conse 


A CONVIOT MAKES HIS ESCAPE. 
LINCOLN, Neb., Jan. 6.—Harry Hall, a life con- 
vict at the State Penitentiary, escaped from that 
institution last evening and is supposed to have 


taken the Missouri Pacific train south. He has 
becn sn inmate of the institution for several years 
and has always beon considered a “ trusty.” 


— 


THE NEWOASTLE CITY’S CREW. 
HYANNIS, Mass., Jan. 6.—The United States 
Lighthouse Board steamer Verbena arrived here 


to-night from South Shoal Lightship, Nantucket, 
with the Captain and crew of the steamer New- 
castle City which was wrecked on South Shoals 
about a week ago. 

— 


A FEMALE FORGER’S FLIGHT. 
Utica, N. Y., Jan. 6.—Flora Samuels, the 
mother of alarge family and a dealer in groceries 


and jewelry, is missing from her home in this city. 
She is supposed to be in Canada, and is wanted here 
for fergery. Mrs. Samuels has also left debts be- 
lind her amounting te about $0,0¢0, 


TRE (UARLISLE-THOBE OASE. 
PRA «SS 


PRESENTING THE CASE OF THE CONTEST- 


ANT TO TBE COMMITTEE. 

WASHINGTON, Jan. 6.—There was a full meet- 
ing ot the House Committees on Elections to-day to 
agree upona line of procedure in the Thobe-Car- 
liste contested election case. The contestant, 
Thobe, was present with his counsel, Messrs. 
Sypher and Steever, of this city. No one formally 
represented’ the Speaker. Mr. Sypher began the 
presentation of Mr. Thobe’s case immedi- 
ately after the committees had been called 
to order, taking up first the brief already 
submitted with the record which assumes as the 
basis of the case that the State election laws were 
violated in the appointment of Judges of Election. 
This infraction of the law, heasserted, was sufficient 
to warranta favorable consideration of Mr. Thobe’s 
claim, but if the committee did not agree in this 
view he was prepared to present evidence to 
satisfy them of his clint’s election. The 
record alone, he said would not reveal the facts 
in the case, and: ii was the duty of the committee 


te send a committes to the district to ascertain the 
facts while it could be done. Already important 
papers had been destroyed as he was prepared to 
prove by affidavits. Taking up the details of the 
case Mr. Sypher said that on the night of the elec- 
tion it became re my to the Judges of election at 
Covington that Mr. Carlisle had been defeated by 
more than 2,000 votes. At i o’clock they 
sent for Mr, Carlisle and brought him in a 
carriage to the house of a friend, He (Sypher) 
could give the name of the friend and the location of 
the house, but he would not do so unless the com- 
mittee urged him, as he did not wish to state all he 
knew at this stage of the case. After consulting 
with Mr. Carlisle they telegraphed to have the re- 
turns of the outside counties withheld. It was a 
fact that the returns of the six outlying counties 
were withheld for five days, and Mr. Carlisie had 
publicly confessed that he was defeated. 

Continuing, the counsel said he would state some- 
thing which he had no affidavits to support, but 
which could be proved by witnesses. After the 
election seven of Mr. Carlisle’s friends met in con- 
ference at the Federal Building to endeavor to sav’ 
Mr. Carlisle. They sent foran eighth gentleman— 
& prominent and honorable gentleman—Col. 
R. W. Nelson. They told him that Mr. Car- 
lisle had been defeated and they wanted him 
to confer with them to devise some means of 
changing the result. Thereupon, said Mr. Sypher, 
Sol. Nelson took his hat and left, declaring that if 
they were up to anything of that sort they must 
count him out. “Mr. Carlisle dare not contradict 
this gentleman,” said Mr. Sypher. “He is a Demo- 
crat and a Kentucky gentleman ofas high standing 
as Mr. Carlisie.” 

The contestant (Thobe) was rext allowed to make 
a ten-minute statement to the committee. He said 
that he was born in the same county with the Spesk- 
er,43 years ago. After the election he had tola Wood 
that if he had not enough votes he did not want the 
seat; he wonld not rely upon technicalities, 
and if Mr. Carlisle had one more vote than 
he (Thobe) he ought to take the seat. 
Soon after the election the inquiry was gen- 
erally heard upon the streets of Covington, * Can- 
not something be dove for Carlisie?’ In onecounty 
witness was informed that he had received 35 votes, 
butina few aqays when Wood went down there he 
was informed that no votes had been cast for him. 
It was some time in JuJy when Wood, referring to 
Witness’s case, said: “IL don’t know what 
can be done about it.” This, to witness’s 
mind, looked 4&8 if he wanted to 
* let me down easy; to let me know 
my case was gone.” Wood also told him on several 
occasions that money could be made out of the case. 
Other persons had told him the same thing. The 
Democratic workers, one of them witness’s brother- 
in-law, had called upon him and had remarked that 
if he would not push the case he could make meney 
out of it, and $1,000 was a good thing to have. 
It the case were reopened it would be found that 
he was elected by 600 majority. When he had left 
the factory on Wednesday, of the 300 employes there 
had not been a mau who had not said that he knew 
that he (Thobe) was elected, but that it was no 

ood, that the Democrats were in a majority in the 

fouse and would not give him a seat as 
against such @ man as Carlisle. He (Thobe) had 
been a strong Democrat, but for the last three 
or four years had been an-independent. If the 
committee refused to reopen the case the working- 
men would say: ‘“ Had Thobe been a Democrat or 
had he been a lawyer they would have listened to 
him.” Let the committee show the toiling millions 
either that Thobe was elected or not elected. That 
was all they asked. They wanted fair play. If the 
case was decided against him he would go back to 
his factory and work, but (significantly) he would 
not quit voting.” 

In secret session the precendinge were confine to 
the reading of several of the aflidavits, and without 
an attempt to come to arn agreement upon the 
propositions submitted by Mr. Thobe’s counsel the 
committees adjourned until to-morrow, when some 
action is likely to be had. 


in rt 


OBITUARY NOTES. 
George Gaugh, well known among turfmen of 
the entire ceuntry, died at Lexington, Ky., yester- 


day of consumption. He once trained for Green 
Morris, and later for L, & G. Strauss. 


Gen. Hermann Kanzler, formerly commander 
of the Pontifical Army, died In Rome yesterday. He 
was born in Badenin 1822, and ata very early age 


he entered the Military Academy at that place. In 
1845 entered the Pontifical Army and was advanced 
for bravery until he was made General by Lamori- 
ciéro after his audacious march from Pesaro to An- 
cona, When with 500 men he pierced the’ Piedmont- 
ese Army which surrounded him. In 18065 he was 
made Commander-in-Chief of the army. After the 
retreat of the French troops from Rome he endeav- 
ored to defend that city against the royal army, but 
finally signed tne capitulation. He continued to 
live at the Vatican until the death of Pious IX., 
when he was retired. 


James Russell, of the firm of Tracy & Russell, 
brewers, at Greenwich-avenue and Eleventh-street, 
this city, died yesterday at his residence, near 
Woodlawn. He was 62 years of age, and was born 


at Belfast, Ireland. He was sick 14 months of con 

sumption. He came to this country when he was 18 
years of age, and first engaged in the lum. 
bering business in Canada. In 1858 he be- 
came manager of Tracy’s brewery, and since 
1864 has been a member of the firm. In 1884 they 
sunk an artesian well 1,001 feet deep in the Green- 
wich-avenue and Hleventh-street brewery, whose 
water was used for cooling purposes. Mr. Russell 
was alarge contributor to the Irish famine fund, 
and also assisted the Irish Parliamentary fund and 
the starving fishermen on the west coast of Ireland. 
He leaves a widow and one son and four daughters. 


Henri Herz, a European pianist of note, died 
in Paris yesterday. He was born in Vienna of 
Jewish parents Jan. 6, 1506. His early musical 
education was under the direction of his father, 


and at the age of 8 he performed very diificult eom- 
positions in public. In 1816 he entered the Parts 
Conservatory of Music, and after a year of study 
obtained first prize tor performance on the piano. 
In 1818 he preduced his ‘Air Tyrolian Varié” and 
his “Rondo Alla Cozacca,” both of which 
proved to be successful and the beginnin 
of the artist’s subsequent fame. In 183 
Herz traveled through Germany with the violinist 
Latont. In 1834 he went to England where he was 
warmly received. Subsequently he visited America 
and Spain, where he met with equal favor. He was 
appointed Professor at the Paris Conservatory in 
1842, and resigned in 1874. In 1866 he published 
an account of his trip to this country in book form 
under the title of “‘ Mes Voyages en Amérique.” 


Stephen Barker, a merchant well known in 
New-Yerk and Louisville, died yesterday morning 
at his residence, 24 East Seventieth-street, this city. 
Mr. Bdrker was in his seventy-fifth year. He was 
born at White Plains, N. Y. At a very early age 


he came to this city and entered the dry goods busi- 
ness, meeting with such success that he was soon 
established for himself. During the war he went to 
Lonisville, Ky., and started a branch house, which 
proved so successful that he took up his residence 
in that eity, remaining there for nearly 20 years. 
He maintained his New-York business during this 
time and subsequently returned to this city to live. 
For the last 10 years he has not been actively en- 
gaged in business, but has been occupied largely 
with affairs arising out of his interest in the Metho- 
dist Church. He was a Trustee of the Drew Theo- 
logical Seminary, also of Wesleyan College, and'was 
an active member of the Methodist Missionary So- 
ciety. He leaves a son, Stephen T. Barker, and four 
daughters, one of whom is the wife of the Rev. Dr. 
Vernon, who for many years has had charge of the 
Methodist Missions in Italy. Another daughter is 
the wife of George F. Hodgeman of this city. The 
funeral will take place at the house at 11 o’clock on 
Monday. The burial will be at White Plains. 


——— a 


KILLED BY A BURGLAR. 
PORTLAND, Me., Jan. 6.—Last night burglars 
broke into Thomas Stack’s house at Cumberland 
Mills. In prowling about the house they awakened 
Mrs. Stack, who was asleep on @ sofa and sick. She 
screamed, and one of the burglars strack her several 


times. Mrs. Stack died at neon to-day. She was 55 
ears ofage. She hadhurt herself yesterday, and 
had lain down on the sofa fortho night. The tront 
door of the house was left unlocked. The burglars 
took & wallet lying on the table in Mrs. Stack’s 
room. She screamed, and one of them beat her. Her 
screams attracted Mr. Stack, who is 75 yaore of age. 
He came out of hisreom and fired atthe burglars 
twice. Asthe burglars passed out of the door Mr. 
Stack fired three times more. It is reported that 
trails of blood were found on the doorsteps. 
eee 


LABOR NOTES. 

Burrato, N. Y., Jan. 6.—A_ stoneoutters’ 
strike is threatened here. The Master Sto»#cutters’ 
Association has served employes with a noticecf a 
reduction of 34a cents per hour. The men have de- 
cided not to accept the reduction. 

HUNTINGDON, Penn., Jan. 6.—Between 200 
and 300 men at Powell’s furnace, at Saxton, have 


struck because of a 10 per cent. reduction in wages 
on the ist. The furnace has been banked up and 
the men have been ordered to cail for their wagea 
next Monday. The strike, if not settled, will affect 
the work at the company’s ore and coal mines, near 
Tyrone, and at other places. 

— a 


THE WOMAN BUCHANAN WOOED. 
LAKE City, Minn., Jan. 6.—Mrs. Letitia Bovee 
died Wednesday night at her residence in Sugar 
Loaf Valley, aged 99 years. In her youth she was 


betrothed to a young man near her Pennsylvania 
home, whom her parents forbade her to marry, they 
favoring James Buchanan, afterward President of 
the United States. Itis inferred that Buchanan re- 
mained a bachelor on her account. 


GOOD PRICES FOR COLTS. 
LEXINGTON, Ky., Jan. 6.—W. T. Withers of this 
city has sold toA. T. Turner & Sons, Red Oak, 
lowa, bay colt, 3 years old, by Happy Medium, dam 


Camilla, by Cassius M. Clay. The price was $15,000, 
W. L. Simmons of this county has sold to the same 
the bay colt Caterouse,2 years old, by Monte Christo, 
dam Lady Frank, by Mainbrino Star, for $2,500. 


——— 


About $800 damage was done by tire yester- 
day = Bussell & Johnson's planing mill, 461 Cherry- 
at 2 


————d 


MALU i 


FOR MEDICINAL U 
NO FUSEL OIL 


Cough in the morning; tickling in the throat; d:fi. 
cult breathing; quickened pulse; shortness of 
breath; tightness in the chest; chilliness in the 
even.ng; feverishness: thick expectoration; every 
one of these is a symptom of consumption! 

More than two-thirds of ali the deaths in America 
are caused by consumption. It is almost impossible 
to cure it in the last stages, but it can readily be 
checked if taken at the start. Physicians always 
recommend a pure stimulant, and for this purpose 
nothing has ever equaied Duffy’s Pure Malt 
Whiskey. 


The celebrated physician, Henry A. Mott, Ph. D., 
F. C. S., says: “* Duffy’s Pure Mait Whiskey is free 
from fusel oil, adulterations, or foreign impurities, 
Fc these qualities should recommend it to public 

‘avor.” 





A QVARREL ENDS IN MURDER. 

SAN FRANCISCO, Jan. 6. — Information has 
reached this city that John D. Walthen, partner of 
George E. White, who is one of the wealthiest men 
in Northern California, was shot and killed at Co. 
velle, Mendocino County, Monday last by Clarence 
White, brother-in-law and eonsin of George E. 
White. George E. White recently commenced suit 
against his third wife for divorce, and Walthen had 
been instrumental in securing evidence in the case 
for his his partner. It is also said that he aided his 
employer in securing a divorce from his first wife,and 
was preparing to perform similar services in the case 
of the second wife. ‘The latter died before a divorce 
could be procured, and White soon atter married his 
cousin, Frankie White, from whom he is now 
seeking divorce. _Last Monday the attorneys on 
both sides, including Walthen and Clarence White, 
Mrs. White’s brother, were at Covello engaged in 
taking depusitions to be used in the diverce 
proceedings. Walthen and Clarence White were in 
& room at the hotel, and it is claimed that Walthen 
attempted to prevent him from entering another 
room where Witnesses were being examined. He 
made aneffortto draw a revolver, but before he 
could do so White drew his own weapon and fired. 
White was arrested and released on bail. Walthen 
had a desperate record, having killed two men in ai. 
most similar quarrels. 

SUING THE DIRECTORS. 

CuicaGco, Jan. 6.—The stockholders of the 
Horn Silver Mining Company began a suit for 
$550,000 in the Superior Court 
Augustus D. Byram of this city. The silver mining 
company is a Utsh corporation, of which the 
President was Charles G. Francklyn, the Gen- 
eral Agent of the Cunard Line of steamships, 
whose money shortages in New-York are said to 
have reached a round million. Gne Brown, who 
was implicated in the alleged peculations of Franck 
iyn, Was Vice-President of the Horn Company. 
The two are alleged to have appropriated between 
$450,000 and $500,000 of the Hurn Silver Mining 
Company’s money and the Directors, having elected 
them to office, thé stockholders are seeking to make 
them liable. Suits similar to the one against Byram 
have been commenced in New-York against the 
Directors living there. Byram is the only Director 
liviug in Chicago. 

eoniiaensce eins aiiertnih onsite 
DRIVEN TO SUICIDE BY POVERTY. 

PHILADELPHIA, Jan. 6.—George Parkinson, an 
old soldier, who foughtforthe Union during the 
rebellion, committed suicide this morning by hang- 
ing himself toa rafter in the woodshed at his home, 
3,917 Nice-street, Nicetown. 
the cause. He leaves a wife and several children, 
who are destitute. Parkinson formerly lived in 
Elizabeth, N. J.,and was a member of the Ulric 
Dahigren Post., G. A. R., of that city. He is @ 
painter and wood carver by trade, and those whe 
knew him say he was a sober and industrious work 
ingman, and for several mouths he had been out of 
employment and feared starvation, 

—_——— eo 
CONVICTED OF MURDER. 

Lock HAVEN, Penn., Jan. 6.—The jury in the 
case of John W. Johnson, on trial for the murder oi 
lsaa¢ Colby and his wife at Cherry Run last An- 
gust, to-day returned a verdict of guilty of murder 
in the first degree. A motion for a new trial will be 
filed on Monday. Johnson was indicted with Luther 
Shaffer, Henry Kline, aud Essie Kline. Shaffer was 
convicted ef murder in the first degree several 
weeksago. Thecases of Henry and Essie Kline 
will prebably be called for trial next week. 


OHIOAGO PRODUCE MARKETS. 


CHICAGO, Jan. 6.—Provisions were again raid- 
ed by the bear element to-day. Encouraged by the 
large receipts of Hogs,"*they madea determined and 
general attack upon the market. Business opened 
at prices but a little different from Thursday’s final 
figures, but the bears were in control, and before 
the day had advanced far a severe break was 
forced. Later there was something of a rally from 
the inside point, yet the bulls found it slow work, 


and only a small portion of the lost ground was re 
covered. In Pork the closing quotations in the after- 
noon showed an actual decline for the day of 
15c.@1742c., in Lard of 2%0c., and in Short 
Ribs of 74ac.@12ac. Trading was active, and, as 
usual, May was the favoritetuture. For the month 
named Pork sold fromg$15 50 down to $15 27%9, 
Lard from $7 924%,down to $7 85, and Short Ribs 
from $8 12% down to $7 9742.)May closed at$15 37% 
tur Pork, $7 8749 for Lard, and $8 02% for Short 
Ribs. Nearer deliveries were quiet for Pork, and @ 
little show for Lard and Short Ribs. January Pork 
was quoted 47'c.@50c. under May, January 
Lard 27 4c.@30c., and January Short Ribs 
about 30c. At the close January Pork 
stood at $14 90, January Lara at $7 60, January 
Short Ribs at $7 70@¢7 72%, February Pork at 
$15, February Lard at $7 62%, February Short Ribs 
at $7 72%.@$7 75, March Lard at $770, and 
March Short Ribs at $7 85. Cash product 
was in better demand, with sales of Lard at $7 60, 

reen Shoulders at 55%c.@5%gc., and 16-. green 

als at 9%3c. Sweet-pickled Hams, averaging 16 
t5., stood at 9%c.@10 480. for cash, 104sc. for January, 
101g¢. for March, and 1050. for May. 

Wheat was only moderately active, and a general- 
ly easier feeling was developed... Mav Wheat opened 
at$4%yc., orasmall fraction under the latest bids 
of the day before, tonched 847%g@c., and under rather 
free offerings there was a decline of igec. 
more to S84%4c. The market only barely 
reached that point when a better demand 
set in and arecovery of *sc. foliowed. On the late 
board there was acontinuation of the buying and of 
the better feeling, and the close was pretty firm 
at 84%c. for May, 77%c. for January, and 
7840. for February. This was a net loss for 
the day of 139¢.@\c. The receipts were moderate 
and shipments light. The lcecal cash market ruled 
very quiet, owing to the limited offerings. No. 2 
sold in store on speculative account at 77%c.@ 
777%c., and the lower grades went entirely by sam- 
ple to millers and shippers. No. 4 sold at 58¢. @65c., 
according to quality, No. 3 at 70c.@72¢., and North- 
ern and hard do. at 7349c.@7de., with very fancy 
hard at 77490. Winter Wheat was purely nominal 
in store, The only sales were of afew cars by sam- 
ple, at 8lc.@8i 490. for No. 3 Red and at 83%xc. for 
No. 2 Red. 

Corn fiuctuated within extremely narrow limits, 
trading was almost entirely local, and the volume of 
business was smaller than for several days past. At 
times the trading pit was almost deserted, the inter. 
est shown being centred chiefly in the May future. 
It opened at 545 c., or Thursday's closing price, 
was steady for a time, then eased of to 
54%c., when a better demand set in,a part of the 
buying being by the pork crewd. This causeda 
rally to opening figures, andi on the late board there 
was a firm closing at 555gc. for May, with January 
quoted at 48%c. and February at 494c. March 
Corn was very dull, the only trades being git 
49%,c. and the premium over February about co. 
Receipts cuntinue quite moderate and the demand 
for cash Corn is oniy tair. Sales in stere were at 
yo. lower rates, or at 48%c.@4¥c. for No. 2, at 
49%. for No. 2 Yellow, 47%c.@48c. for No. 
3, and at 48%c. for No. 3 Yeilow. Samples on 
track aud free on board cars were steady and rangea 
at 47c.@48 oc. for No. 4, at 4840.@490. for No. 3, 
and at 48$%0.@49%c. for No. 3 Yellow. Chome No. 
3 White sold at 524g¢., No. 2 White at 524sc., and ear 
Corn at 55c. 


to-day against 


Extreme poverty wos 


CHICAGO LIVE 


STOCK 


CHICAGO, Jan. 6.—As barely 7,000 Cattle were 
marketed at the stock yards to-day there was a de- 


cided reaction. The market prices averaged 10c.@ 
15c. per 160 I. higher. The general aemand was 
active, both city slaughterers and shippers taking 
hold freely, and long: before 3 o’clock the pens 
were well cleared of their occupants. Ship- 


pers bought common to prime Beeves 
at $3 65@$5 15 and a few went as low 
as $3 35. The offerings ran very largely to poor 
Cattle,and there were but few choice Beeves and 
absolutely mo fancy Cattie. The bulk of the sales 
occurred a good deal under $4 50, and dressed. 
beef men took some Cattle below $3 and few or none 
over $4 80. Stockers and feeders were still 
higher, and sales were light at $2 85@$3 60. 
Prices closed as follows: Fancy Beeves, $5 50@ 
$5 75; choice shipping Steers, $4 80@$5 40; good 
fat shipping Steers, $4 45@84 75; common to 
fair shipping Steers, $3 65@$4 30; common to fair 
dressed- beef Steers, $2 85@$3 60; common to fancy 
Bulls, $1 50@4$3 25; fancy Cows, $3@3 26; good 
to choice Cows and Heifers, $2 40@$2 90; poor to 
medium Cows, $1 50@$z 35; stockers and feeders, 
$2 20@$3 60. 

Receipts of Hogs were about 42,000 head. Of 
course the market was @ bad one for sellers, and 
prices averaged l0c. # 100 th. lower than yesterday, 
with some sales at a decline of 15c., making a de. 
cline of 20c.@300. in three’ days. Sales were made 
of mixed Hogs, averaging 200 to 250 t., at $5 10@ 
$6 50; heavy Hogs, averaging 248 io 400 1B., at 
$5 30@$5 45; lignt weights, averaging 140 to 200 
ib., at $4 85@S5 35, and Pigs and culls, averaging 
90 to 330 fB., at $2 60@H4 SV. Everybody was sur- 
prised at the big receipts, but the proportion of 
gues to prime heavy Hogs was not large, and they 

eclined less than commen lots. Buyers took hold 
remarkably weil. About 25,500 Hogs were brought 
to rt ge here, 14 city packers ars in the field, 
and 9, were pure tw shi ve 
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BUNNIE AND BABY BUNTING | D® avez 


THE DEFENDANT PLEADING 
CONTINUED ILLNESS, 
THE EVIDENCE IN FOR BOTH SIDES 


AND THE ARGUMENTS TO BE MADE 
MONDAY MORNING. 


The hearing of evidence in the breach of 
promise case of Miss Clara Campbell against 
Charles Arbuckle was finished by 1 o'clock 
yesterday afterneon, and when Judge Beach 
took the usual recess of an hour it was expected 
that the afternoon would be devoted to oratory. 

During the morning session the little court 
room Was crowded far beyond its capacity, and 
when the doora were opened at 2 P. M. the rush 
Was so great that the poliee on duty felt 
called upon to use their clubs upon the 
advaucing people, while the minor court 
officials srowled ferociously upon all pres- 
ent, and displayed extraordinary energy in 
denying a*imission to all who had business in 
the room and granting it to all who had not. 
When all were settied in seats or standing room 
it was found that about 30 ladies were among 
the andience, attracted by the prospect of hear- 
ing the speeches of counsel, and when an ad- 
journment was bad until 10:30 Monday morn- 
ing a murmur of disappointment spread through 
the room, All that was left the ladies was to stare 
at the plaintiff as they were hurried out of the 
room, and they did this with an unblushing 
avidity that left a very disagreeable impression 
upon those who were witnesses of the display of 
unbridled curiosity. Judge Fullerton could 
hardly restrain his disgust at the morbid exhi- 
bition, but the plaintiff returned the searching 
looks with glances of supreme indifference. 

At the opening of court in the morning Miss 
Campbell was again called to the witness stand 
and subjected to further cross-examination by 
Mr. Parsons, who called her attention to a num- 
ber of letters which had passed between her and 
the defendant with the object of supporting his 
tieory that Arbuckle had always wanted to 
marry the plaintiff and had refrained from so 
caoiug only because his condition was such that 
a liver pad was more essential to his welfare at 
the time than a marriage certificate. Mr. Par- 
sons dwelt with especial emphasis ard almost 
tearful sympathy upon the Job-like category of 
afflictions set forth in the following: 

NEwW- YORK, Dee, 8, 1883. 

How is Bunnie? Will it take her a week to an- 
swer my note as has been hercustom? Have you 
the blues? * * * LThavegot to get away from here 
foratime. Bunnie, I bave sweats in place of chills. 
which have made me very nervous and blue and 
only a change of air willdome any good. I some- 
times get or become 80 nervous that it is with diffi- 
culty that I can write my own bame with any com- 
fort, but what is surprising to me is that I do not 
lose flesh, although 1 do not eat as nuch in three 
meals as I used to do and could in one. You have not 
lost your appetite or you would have told me. Now, 
Bunnie, I want to hearfrom you often. I have not 
been to church for some time, as I get wringing wet 
with perspiration, a slight tever, and then a sweat, 
but I have pr ised to go to-night to hear Henry 
(Beecher.) What do you want, or what weuld you 
like, fora Christmas gift. A kiss and what else? 
Very truly. N. B. (Naughty Baby.) 

B. B. (Baby Bunting.) 

The amount of feeling which Mr. Parsons threw 
inte the lacteal allusion in the following note 
surprised those who are familiar with him only 
in his cynical mood: 

NEW-YORK, April 10, 1883. 

MY DEAR BUNNIRE: I received the Portsmouth pa- 
per which you sent me, and the biography of your 
Jather pleased me much and caused me to think how 
kind Bun should ba to her father, who was so kind 
and indulgent to his tat baby daughter, and doubt- 
less wheu he looks on her he thinks of the time he 
used to feed her goat’s milk, and what a crying baby 
you must b »been. Bunnie, I am writing you too 
often, and what will your father think of my writing 
you so often? They will think that you are writing 
ye every day, which you know you do not do. When 
Ihave heard trom you I will have something more to 
write you about. Ever truly k’s andh’s. Iam in 
receipt of the letter from Mrs. Adams thanking me 
for bridge pass, . that I senther. The &c, does 
not mean anything, but it would if foryou. BABY. 

The following brief note was read in a way 
which did justice to its sentiment and pathos, 
and it was not Mr. Parsons’s fault that the jury 
laughed heartily when they learned that ** Baby 
Bunting” was as happy in the department of 
medical prescription as he had previously 
proved himselrt to be in diagnosis: 

PITTSBURG, Oct. 10, 1883. 

t BUNNIE: I have not been feeling as well asT 

, and do not want to again commence get- 

nedicine. I think about a dozen of good h’sand 
uld do me quite as much good. K. M. Q. 

The above note was written on the three clear 
pages of an invitation to the wedding of Thomas 
i. Silver and Susanna B. Moore at Newport, 
Ky., Oct. 3, 1883. 

*“There’s devotion for you,” were the un- 
spoken words which Mr. Parsons’s gesture ex- 
pressed, as he slammed the following upon 
the table after reading it to the jury: 

NEW-YORK, Sept. 5, 1883. 

MY DEAREST BUNNIE: I received your very wel- 
come letter and readjit with much interest, and when 
T had finished the reading of 1t, thought I will see her 
ere inany days and take her by surprise. Atleast, I 
thoughtinaday ortwo I would beable to write 
you. Bunnie, J cannot leave so long as my brother 
is not well enough to devote his time to business. 
Jhaveso much tosay,to tell you thatI cannot 
write it. I had been worried all Summer, but 
enough of that. I must close. With k’s and h’s, 

Yours, K. M, Q. 

Having read these letters to the jury, Mr. Par- 
sons asked the court to dismiss the case on the 
ground that no breach of promise had been 
proved. 

“In support of this application,” he said, “I 
claim that in the evidence given by the plaintiff 
itis admitted that if there had besn a refusal on 
the defendant’s part to fulfill his contract it 
would appear by correspondence, and that no 
letter existed containing such refusal. In let- 
ters from the plaintiff to Arbuckle immediately 
preceding the suit and months afterward he had 
written her affectionate letters, and she thad 
answered in like manner. In oneof her letters 
to a third party she had expressed apprehen- 
sion that he mightdie. Nothing in the nature of 
a breach of promise occurred, Judge Fullerton 
had said that silence broke the engagement, and 
that is all that could be said. I ask the court to 
consider that this answer contains no denial of 
the engagement, but states that the engagement 
was to Marry within a reasonable time. No time 
was fixed for the engagement.” 

Judge Beach remarked that the difficulty in 
the position taken was that there were facts 
which had not been considered by defendant’s 
counsel, Among these was the delay in the per- 
formance of the contract by which the jury 
might infer a breach. It was not necessary that 
a breach be by word of mouth only. Non-per- 
formance of the contract by the defendant 
might be properly considered a breach of it. He 
refused the motion to dismiss. 

Mr. Parsons then made his opening address to 
the jury. Heremarked that the issues in the 
case were few, and the testimony would bein 
Small cumpass. He did not want to say any- 
thing against the plaintiff. Throughout the en- 
tire affair the defendant had been true, kind, af- 
fectionate, and loyal, while the plaintiff had sim- 
ulated affection for him while she was preparing 
to sue him. The suit would not have been 
brought if Arbuckle were not a rich man. He 
acknowledged that it was by the defendant’s 
wish that the engagement occurred, and he was 
willing to stand by it, while she was subjecting 
their hugs and their kisses to the inspection of 
a lawyer. As far as the postponements of the 
marriage were concerned, the fact was that they 
were caused entirely by the defendant’s sick- 
ness. He was brought up in the Ohio Valley, 
where malaria was so common that whisky and 
quinine were the ordinary food of the »people. 
Prostrated by disease, it was impossible for him 
- se upon the most important transaction of 

is life. 

As a concluding preliminary argument, Mr. 
Parsons read to the jury the following letter 
from the plaintiff to the defendant: 


OcT. 9, 1883. 

DEAR BABY: I wrote to you last Thursday ad- 
dressing my letters as usual. * * * To-day is won- 
derfully beautiful for this time of year. I have 
much to tell you, which I will wait to do by voice, 
because all your questions can be answered directly 
and everything understood inafew words, Miles 
of letter paper and thousands of words never ac- 
complish much for me. I have written 13 words 
tnore than you already, but I will slip in some nice 
kisses andasmall cub bug for you, and say I am 
waiting for you, with afnull heart-longing longing 
tosee you. Oh, Baby, 1 do wantto see you. Affec- 
tionately ever BUNNTE. 

Mr. Parsons then called to the stand in de- 
Yendant’s behalf Cornelius Morrison, a middie- 
aged gentleman, who said he was a rice and 
molasses broker and had known Arbuckle since 
1865 and been his intimate friend since 1876. 
He went with him to Atlantic City in the early 
part of 1884, at which time the latter had a bad 
Stomach, malaria, and a bad liver. Sometimes 
he would not eat his breakfast. He doctored 
himself and sometimes had adizziness in the 
head. When the witness parted with him he ex- 
pected never to see him alive again. 

“He was not so weak but that he could write 
letters?” Judge Fullerton asked. 

“Oh, yes, he wrote letters—business letters. I 
Baw him do it.” 

“He was not 80 weak but that he could have 
answered a lady when she wrote him asking 
why he did not marry her as he had promised? 

**T think all his letters were business letters. 
He was not in fit condition to be married.” 

‘“«You were not engaged to be married, then?’ 

“Yes, I was, Sir.” 

“J hope you fuifilled your engagement.” 

“ Yes, I did, Sir.” 

“Tam glad to hear it; you are a man, Sir.” 

Before calling another witness Mr. Parsons 
read some more letters illustrative of the de- 
fendant’s tendér feeling toward the plaintiff. 
Jn one of them he called Ler his “cuckoo” and 
wound up: 

Oh, K.M. Q., Bunnie, K. M.Q.! and remember 
that [am yours. K. M. Q 

Another letter closed with the beautiful senti- 
ment: 

Farewell, Bunnie! alas! Distance does not seem 
to lend enchantment to view. K. M.Q 

Frank Small, a coffee broker, who had done 
business with the defendant for years, said that 
he knew his health was very bad during 1882-3, 
and1884, He was not subjected to cross-exam- 
ination. 


—— re 
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NO ALLEGIANCE TO POPE OR PRIEST 
IN POLITICAL MATTERS. 

The Rev. Dr. Edward McGlynn’s friends 
in St. Stephen’s parish threw down the gauntlet 
before Mgr, Preston and Pope Leo last night, 
and resolved that they would never render alle- 
giance or obedience in matters pertaining to 
politics to any authority other than the Consti- 
tution and laws of the United States. The 
meeting was held in International Hall, 
which was crowded with many women 
and a few men, who kept themselves 
warm with their own enthusiasm, as the 
proprietor of the hall had neglected to light 
a fire. John R. Feeney presif@ed, ‘he Pope's 
jubilee is over,” he said, “ but we have not quite 


| yet got through with Dr. McGlynn’s jubilee, 


and we don’t intend to till justice is done him. 
Some of the priestly orators saw fit in glorifying 


the Pope on Sunday to use language that is 
hardly in consonance with the free institutions 
of America, and I am free to say that it will net 
receive the indorsement or sanction of the 
Catholic people of this country when it is fully 
understood. 

The following resolutions were then read by 
the Secretary: 

Whereas, In # political harangue delivered in his 
church on Sunday last Mgr. Preston grossly 
misrepresented the principles and outraged the citi- 
zenship of American Catholics by the declaration 
that ‘if anv man will say ‘I will take my faith from 
Peter, but I will not take my politics from Peter,’ 
he is not a true Catholic,” 

Resolved. That we denounce this proposition as an 
insult to all Catholics, and we reject and repudiate 
it with all the emphasis and indignation of which 
we are capable, 

Resolved, That we reiterate our refusal to recog- 
nize that the Pope has any claim or tithe whatever 
to allegiance orobedience from Catholics in political 
affairs. 


Resolved, That we indorse and adopt the principle 
emphasized by Daniel O’Conneil in his declaration 
that he would as soon take his politics from the Sul- 
tan of Turkey as from the Pope. 

Resolved, That, as citizens, and within the domain 
of politics, we will render neither allegiance nor 
obedience to any authority other than the Constitu- 
tion and laws of our country. 

The resolutions were received with applause 
and were adopted. William McCabe said that, 
with due humbleness, he was ashamed of his 
parish priest, Father Preston, for uttering those 
words, but would try to excuse him on the 
ground that he was not old enough to know 
what constituted a good Catholic. ‘That state 
ment,” he said, “will do more damage to the 
Catholic faith than the conversion of 10,000 
Prestons. It was the belief that that was the 
policy of the Catholic church which brought the 
Know Nothing Party into existence. The rebels 
of St. Stephen's have done much in the past 11 
months to show that Catholics are not the ene- 
mies of free Government. But the defeat of 
Preston and his kind is as eertain as that the sun 
will rise to-merrow. I can imagine the look of 
exultation on the faces of every Tammany Hall 
leader—Joln Reilly’s, for instance—who heard 
that pronunciamento.” 

Mr. Feeney said that he believed the opposi- 
tion was going to frighten the parishioners with 
a2 mission. John J, Bealin said he was present 
because he was a Catholic, and an attempt had 
been made to invade his rights by an ecolesiastic 
of the chureh, and because “hein his impu- 
dence has offered an insult to the Irish 
Catholic people, * *-* Noman has more respect 
or devotion for Pope Leo than I, but when the 
sacred office of the Pontiff is lost sight of in 
the politician—when he forgets the fisherman 
and attempts to grasp temporal power—wmy re- 
spect muat stop just there.” 


— a 
MORTALITY OF CONNEOTIOUT. 
HARTFORD, Conn., Jan. 6.—The annnal 
report of Dr. A. ©. Lindsley, Secretary of the 
State Board of Health, shows that the mortality 
in Connecticut during the last year varied more 
than usualat different seasons. During the high 
temperature in July there was a marked in- 
crease in sickness. The chief mortality was 
among children, but in Waterbury, where epi- 
demic dysentery prevailed, the largest mortali- 
ty was among adults. This form of disease was 
limited almost to the months of July, August, 


and September. Of the infectious diseases 
diphtheria has prevailed not less than in former 
years, and in some places more severely than 
foralongtime previously. Such was the fact 
conspicuously in Bridgeport during the last 
three months. In Waterbury, after the abate- 
ment of dysentery, diphtheria appeared and 
proved very fatal. Scarlet fever has prevailed 
more generally than usual. Dr. Lindsley says 
the continued absence of Asiatic cholera gives 
no assurance of safety. The country is stillin 
danger of an invasion from the disease; perhaps 
more so now than at any time since its ap- 
pearance in Europe. 

Health boards have been organized in 110 
townsin the State. The work undertaken by 
the board during the year included an investi- 
gation of the causes ard kind of pollution of 
some of the rivers and streams of Connecticut. 
Prof. S&S. 8. Williston of the Yale Medical Depart- 
ment has been employed in making the investi- 
gation, and his work has been supplemented by 
Prof. H. E. Smith and Dr. W. G. Dagget, who 
has made the necessary chemical and bacterio- 
logical analysis of the water. The Naugatuck, 
and Housatonic Rivers have been most thor- 
oughly examined. 
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GRAND ARMY INSTALLATION. 

NYACK, Jan. 6.—The Grand Army men in 
this region started in the new year with a 
reunion that will long be remembered by 
them. The occasion that called the veterans 
together was the installation of officers of John 
Hancock Post ef Nyack, and every post in the 
county was represented. There fhas for many 
months been a feeling of unpleasantmess be- 
tween thetwo Nyack posts, but last night the 
hatchet was buried and the pipe of peace 


smoked by all the old soldiers here. The officers 
of John Hancock Post were installed by Gen. 
Ira M. Hedges of Haverstraw, Past Department 
Commander of the State. The list is as follows: 
Commander—Gern. Abram Merritt; Senior Vice- 
Commander—Charles H. Wessells; Junior Vice- 
Commander—Henry Heck; Chaplain—Abram 8. 
Blauvelt; Officer of the Day—Henry E, Smith; 
Officer of the Guard—Edward G, Thompson; 
Quartermaster—Henry De Baum; Surgeon— 
Robert C. Walker; Adjutant—Charles E. Good- 
rich; Quartermaster-Sergeant— William H, 
Myers; Sergeant-Major—Lemuel Gregory; Color 
Sergeant—Charles McElroy. After speeches, 
recitations, &e., the Grand Army men joined in 
line and marched to the Nyack Opera House, 
where an elaborate supper was prepared and 
served. Interestin Grand Army matters here 
does not lag, but the membership of each post is 
constantly increasing, 
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NOTES FROM THE DOMINION. 

MONTREAL, Jan. 6.—Chief-Justice Sir 
Alexander Dorion and Justices Church and 
Doherty have dismissed the application of 
Detectives Fahey and Naegele for a writ of 
habeas corpus in view of the enormity of the 
offense they were charged with, which rendered 
them liable toimprisonment for 14 years, and 
on account of the strong prima facie case that 
had been made out against them. The prisoners 
gave notice of appeal to the full bench. 

The authorities in the Court House have dis- 
covered that: an erganized system has been in 
existence for many years past by which the 
provincial treasury has been swindled out of 
about $100,000, It appears that some unscrupu- 
lous members of the Bar entered into an agree- 
ment with some of the employes in the Pro- 
thonotary’s office who have since left the em- 
ploy of the Government by which old law 
stamps were allowed to be used more than once 
en legal documents. 

A new system of assorting the English mail 
has been put into operation. Sinee the plan 
ot assorting the mails on beard ship has 
been given up, they have been brought to Mon- 
treal and asserted here. A asataff of Post 
Office clerks has been sent to Halifax and the 
mails will now be assorted on the train. 
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DIVIDING MISS WOLFE’S ESTATE. 
James M. Jackson and William H. Allen, 
commissioners for the partition of the residuary 
estate under the will of Miss Catharine Lorillard 
Wolfe, filed the deed of partition in the Regis- 


ter’s Office yesterday. The commissioners wero. 


appointed by the Executors of the estate, David 
Wolfe Brueec, David W. Bishop, and Louis L. Lor- 
illard. The deed recites the provisions of the 
will under which the division was made. By 
clause 19 of the will one share of the residuary 
real and personal estate is left toeach of 138 
heirs, including the Executors. Some of the 
legatees died, leaving heirs. The real estate to 
be divided, according to the residuary clause, 
includes some very valuable preperty, embrac- 
ing the Tuoro Park residence and Tews Court 
stable grounds of Newport, 740,742, and 744 
Broadway, and valuable property in West Forty- 
eighth-street, Pearl, Water, Walker, and Wooster 
streets, and om Sixth-avenue. In some cases 
money awards are given the legatees to equalize 
their shares. ‘ 
a mete 
SHOOTING HIS FRIEND. 

Herman Boerckel, 22 years old, who lived 
at 25 Tompkins-avenue, Brooklyn, was shot and 
instantly killed by Herman Gottschalk at 1 
o’clock yesterday morning. Boerckel was drink- 
ing in the saloon at 10 Tompkins-avenue, kept 


by Gottschalk’s father, and showed young Gott- 
schalk a revelver that had been given him 
Christmas Day. Gottschalk produced a revolver 
which he elaimed was a better one than 
Boerckel’s and playfully pulled the trigger. 
There wasa loud report and Boerckel fell to the 


| floor dead, The ball had entered his head just 
| above the right eye and had penetrated the 


brain. Gottschalk was arrested and yesterday 
was held by Judge Kenna to await the result of 
an inquest to be held to-night. There were sev- 
eral witnesses of the air, all of whom agree 
that the shooting was purely accidental 


YNN’S SUPPORTERS. 


| 
| 


| shopping, and returned home. 
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WHAT IS NEEDED BY THE CENTRAL 
HUDSON FRUIT GROWERS. 
NEWBURG, N. Y., Jan. 6.—During the past 
few days fruit growers along the Central Hud- 
son have been exercised over letters received 
by prominent Hudson River horticulturists from 
Delaware peach-tree cultivators,seeking the sup- 
port of all small-fruit cultivators along the Hud- 
son Valley in forming a permanent organization 
ofa “National Fruit Growers’ Trust.” it is re- 
ported on whatappears to be good authority that 
such a Trust, embracing all, or nearly all, 
of the large fruit-producing sections of the 


United States, would, if formed, have infiu- 
ence with State Legislatures, transportation lines 
and broxers, who now have the marketing of 
nearly all the fruit productions of this country. 
As the question has been discussed, it appears 
that the projectors of the scheme have not given 
in their statement of organization a clear idea 
of their intention in detail. Their failure to ex- 
plain the more important points of their under- 
taking has led to much adverse criticism from 
horticulturists in Orange, Ulster, Green, Dutch- 
ess, and Columbia counties. 

A well-known southern Ulster fruit grower— 
perhaps the largest shipper of small fruits in 
Ulster Gounty—was seen at his home in Marl- 
borough by the correspondent of THE TIMES to- 
day and questioned as to the advisability of so 
great a territorial society. In reply to queries 
he said he had heard that such an organization 
wasin contemplation by Southern truit culti- 
vators, but as the matter was one of mere report, 
as faras he was personally concerned he had 
not given much consideration to the question. 
“The necessity for some sort of a ‘combine,’” 
he said, “has been felt for two or three 
years, and I do not know but that we 
could be more successful were we to man- 
age the affairs of such an _ organization 
ourselves. By ourselves I mean the fruit grow- 
ers of our own State. A national organization 
might do more in a certain line of work than we 
could, but in the long run I feel that the taking 
in offso large a territory by our Southern friends 
would not prove at all satisfactory to our in- 
terests along the Hudson River, The clashing 
together of one or more distant sections and the 
possible admission of personalism in the in- 
terior workings of the Trust would prove detri- 
mental to the interests of every fruit grower 
in this vicinity. What is needed is a 
general ‘Co-operative Fruit League.’ Such an 
organization would certainly bring abont 
a general reform of the peculiar and much-criti- 
cised manner of conducting so gigantic a busi- 
ness as the fruit-growing business has proved 
itself to be. -In that line of work we could suc- 
ceed. Such a consolidation of interest, entirely 
removed from the consideration of personalism, 
would cause dishonest commission merehants to 
fear imprisonment for wrong-doing, and the 
managers of transportation lines to consider 
with juagment the appeals of men who do much 
to sweli their incomes from floating invest- 
ments.” 
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LAYING ON A HORSEWHIP. 
There were domestic troubles underlying 
the horsewhipping of John E. Clark by Mra. 
Annie Taliaferro at Jacksonville, Fla, a few 
days ago. Clark, who is a member of the whole- 
sale grocery firm of John Clark & Son of Jack- 
sonville, married a sister of Robert A. Talia- 


ferro of this city. The latteron April 7, 1886, 
won and wedded Annie Barriscale and estab- 
lished her in a cozy little home on West Twenty- 
second-street. Not long after Clark came to 
New-York to pay them a visit. According to 
Mrs. Taliaferro’s story, Clark not only grossly 
insulted her on one occasion during his stay, 
but wielded an evil influence over her husband. 
After Clark went away Taliaferro became 
very shiftless and never remained long m 
any oné place, Previous to August last 
he moved to several different places, 
in addition to changing his employers 
frequently. In August he suddenly disappeared, 
taking with him all of his wife's jewelry and her 
marriage certificate. He left no word, but the 
deserted wife jearned later from a friend that he 
wasin Clark’s employ at Jacksonville. Mrs. 
Taliaferro went to the Rev. Dr, Sill of 204 West 
Thirty-ninth-street, who bad known her from 
chilahood, and told him her story. He gladly 
gave her several letters of introduction to people 
in Jacksonville when she expressed a determipa- 
tion of going there. Thus equipped, Mrs, Talia- 
ferro started Southward in quest of her recreant 
lord and master. He heard of her coming, how- 
ever, and vanished before her arrival. Mrs. 
Taliaferro was so incensed at this news and at 
the injustice she had met with, she believed, 
from Clark and her husband that she procured a 
agg and called on Clark and thrashed 

m. 

The mother of Mrs. Taliaferro keeps a small 
grocery store on ‘Thirty-seventh-strect, near 
Tenth-avenue. She said last might that her 
family had seen quite enough of Taliaferro. 
She added that he must be in the city at present, 
as he was seen on the street last Christmas Day. 


ccatsensa—rupuinilldiala tat trictiniadess 
THE PERFORMANCES RESUMED. 
The troubles between Louis Levy, the 
lessee of the Roumania Opera House, 104 
Bowery, and his company seem to have been 
amicably settled. There was a disturbance in 


this theatre on Monday and Tuesday nights in 
consequence of the change made in stage man- 
agers by Levy and Roth. On Monday night 
many of the actors left the theatre, refusing to 
take their parts. An attempt on the following 


night to go on with other actors was met with 


disfavor on the part of the audience, exgs being 
resorted to, and howls and shouts of derision as- 
sailing the ears of the actors. On Wednesday 
and Thursday nights the theatre was closed, but 
last night it was opened once more with a new 
company. 

There has been rumors that the disgruntled 
actors would assemble their friends last night 
and make it extremely disagreeable for those on 
the stage, as well as prevent the continuance of 
the play. It was also hinted that they would 
bring an injunction against Mr, Levy, theireclaim 
being that they were partners in the concern and 
entitled to a voice in its affairs. They did not 
appear, however, and the operetta of “ Brandele 
Kossak” went off peaceablv and before a good- 
natured and thoroughly appreciative audience. 

Manager Levy says that far from being 
partners in the theatre, his old company was 
taken into his employ almost outof pity, and 
had been allowed so much liberty and had been 
treated so well by him that they had grown too 
important in their own estimation. 
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HURT IN AN ELEVATED ROAD OAR. 
Mrs. Frank Dodworth, wife of Frank 
Dodworth, the proprietor of the dancing acad- 
emy on Washington-street, Brooklyra, who 
lives at 536 Clinton-avenue, met with severe 
injuries as she boarded, Wednesday morning, a 


car of the Sixth-avenue elevated railroad. She 
had started out with the intention of shopping PF 
in New-York, and as she entered the gcar at the; 
South Ferry station her foot caught in a large 
hole in the matting which covered the floor of 
the car and she fell heavily forward, striking her 
knees and face with violence and wrenching 
her ankle. Although suffering very much from 
her fall, she kept on her way up the elevatea, 
got out at Fourteenth-street, completed her 
Then she found 
that her injuries were much more severe than 
she had thought, and was yesterday contined to 
her room, unable tocome down stairs. Mr. Dod- 
worth expresses great indignation at the care- 
Jessness of the road in allowing such matting to 
remain in the oars, and has consulted several 
lawyers with the intention of suing the road for 
damages. 


THE NEW CLEARING HOUSE. 


Thomas A. McIntyre, George B. Cooksey, 
and Clarkson Cowl, the committee in charge of 
the Produce Exchange Clearing House, which is 


to begin opérations Jan. 16, yesterday issued a 
circular which says: 


“We have arranged with the Corn Exchange Bank 
to furnish 120 lock boxes, at a small rental of $3 for 
the first year, and we recommend all the firms hav- 
ing daily clearances to secure a box, as 10 will greatly 
facilitate their dealings with the Clearing House. 
All members of the grain trade who make contracts 
will please foward their addresses and the style of 
their firms to William A, Nash, President Corn Ex- 
change Bank. We have arranged with the bank to 
charge 2 cents for each item cleared. Blank reports, 
on which balances are to be made ont and checks for 
credit balances, must be secured from the Clearing 
House Bank, 80 as to have uniformity. The bank 
will furnish them at cost.” 
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PERSONAL INTELLIGENOE. 


Ex-Congressman John 8. Wise of Virginia 
is at the Hoffinan House, 


F. J. Kimball, President of the Norfolk 
and Western Railroad Company, is at the Hotel 
Brunswick. 


George W. Childs and-A. J. Drexel of 
Philadelphia, H. Guzman, Minister for Nicar- 
agua at Washington; Congressmen William L, 
Scott of Pennsylvania and John W. Stewart of 
Vermont, ex-Gov. Russell A. Alger of Michigan, 
ex-Senator J. N. Camden of West Virginia, and 
Gen. W. P. Carlin, United States Army, are at 
the Fifth-Avenue Hotel. 
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MR. TIMPSON’S SUSPENSION. 

The newspapers printed recently a brief item 
announcing that some of the account books of Timp- 
son & Co,, Wall-street stock brokers, had been found 
in a New-Jersey river. So faras anybody could dis- 
cover this was a matter of no consequence. The firm 
explained that the books were old ones, long ago dis- 
posed of to junkmen, and their discovery in a river 
was a circumstance that, the partners averred, was 
allinexplicable to them. But immediately after the 
finding of the books A. Sidman of the firm ‘failed, 
and yesterday the other partner, lt. W. Timpson, 
suspended, too, Mr. Timpson says he expects te be 
able to resume business after a short time. His 


liabilities are only $14,000, and none of them newly 
acquired. 
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EUROPEAN BOURSE REPORTS. 
Pakis, Jan. 6.—The Bourse was quiet to-day. 
Three per cent. rentes for money closed 10c, higher. 
Other stocks were a fraction better. 


BERLIN, Jan. 6.—Prices on the Boerse to-da 
were firm. Foreign securities were er cent, 
higher, Private discount was anoted at a 


VIEWS OF A SHOK AND 
LEATHER MANUFACTURER. 
HE SAYS PROTECTION IS NOT NEEDED 
AND HIS COMPANY DOES NOT FEAR 

FOREIGN COMPETITION. 


WonrCESTER, Mass., Jan, 6.—The Bay Stato 
Shoe and Leather Company is a New-York as 
wellas a Worcester concern, and it manufactures 
in both places. The Worcester branch gives em- 
ployment to from 300 to 500 people, according 
to the condition of business, while the company 
employs nearly four times as many in its New- 
York factories. Jonathan Munyan, who has 
been in business here for 40 years, 1s the Treas- 
urer of the company. He is a tariff reformer and 
afirm believer in the ultimate success of the 


tariff reform movement. Like nearly every 
other manufacturer who has been questioned 
on the subject, Mr. Munyan preferred to dis- 
cuss tariff matters from the standpoint vf his 
own business, 

A tariff for revenue only would be perfeotly 
satisfactory to him. The manufacture of boots 
and shoesin America did not need a protective 


tariff. It had nothing to fear from foreign com- 
perisiee or foreign cheap labor. John Bull, if 
16 felt disposed, might start an establishment 
in the next block to the Bay State Company’s 
factory; he might fill it with the pauper labor of 
Europe, and get just as much work out of that 
labor ashe does in England, still he would be 
unable to compete with the American manu- 
facturer. The Englishman would fail for two 
reasons: his methods were obsolete; he manu- 
factured shoes as his father did before him, and 
his cheap labor was a sham. The pauper labor 
of Europe wasa good deal of a humbug. Sup- 
per iteould be obtained for half or less than 
jalf of the price of American labor; that did not 
make it double or treble as cheap as American 
laber. It was no cheaper than American labor. 
The men employed in the Bay State Company’s 
factories did twice as much work as this so- 
called foreign pauper labor. 
-* 


Who was responsible for the loud appeals made 
in this eountry in benalf of the “ dear working- 
men?” Who shouted that at all hazards “ Amer- 
ican labor” should be protected? It wasn’t men 


in the boot and shoe manufacturing business, 
They did not need protection, neither did their 
workmen. The people who expressed most 
solicitude for the workingmen were those who 
were protected under the tariff. From these the 
workingmen did need protection. In such lines 
of business as were most heavily protected the 
workingman was ground down to the lowest 
noteh, Take, for instance, the Washburn & 
Moen wire works. It was an establishment that 
employed thousands. Its manufaetures were 
right well protected by the tariff. Foreign wire 
could hardly get into this country; yet, under 
the same tariff that prohibited the import of for- 
eign wire Washburn & Moen were able to im- 
port in a partially manufactured state the mate- 
rial from which its wire was made. This firm 
had a monopoly of the barbed wire manufact- 
ure. The bulk of the people in the United States 
were engaged in agricultural pursuits. Every 
farmer in the country who wanted a foot of 
barbed wire was taxed for the benefit of Wash- 
burn & Moen. Did the “ American” labor em- 
ployed by Wasnburn & Moen profit by this 
tax? Mr. Munyan thought not, but upon one 
»0int he had no doubt—none of the men in the 

3ay State Company’s employ would work for the 
wages paid by Washburn & Moen. There were 
men inthe Bay State Company’s factories that 
earned $30 a week, and who could continue to 
earn it under no protection from the tariff. Men 
who make boots and shoes would not work for 
double the wages paid in establishments which 
are coddied by the tariffs and whose owners are 
continually beseeching the country to protect 
“ American” labor. Mr. Munyan_ advised THE 
TiMes’s correspondent to examine into the na- 
tionality of this poorly-paid and highly-thought- 
of “ American” iabor, for which se much polit- 
ical atfection was at stated periods exbibited. It 
had undergone many changes, each change be- 
ing accompanied by a drop in wages, and proba- 
bly neither the last change nor the last drop had 
been made yet. Such an examination would 
prove that the man who was most protected by 
the tariff protected his labor the least. 


This unprotected labor had been under full 
control until within ashort period. Thenecessity 
of protection had been dinned into their ears to 
the exclusion of everything else. Hearing noth- 


ing else and giving no thought to the matter, the 
most poorly paid labor of the most strongly pro- 
tected manufacturers had voted as the latter 
pleased. There seemed to be a promise of better 
things. Too little thought had been given tothe 
tariff? question by all classes. The workingman 
was notalone in his ignorance. The country 
was waking up to the necessity of a change. 
Even in New-England label, 3 ne were follow- 
ing the lead of THe TIMEs. anufacturers, ex- 
cept in rare cases, found themselves unable to 
compete with the foreigner, in spite of the duty 
on their goods, when the raw material was also 
taxed. The demand for an extension of the free 
list was daily growing stronger, butif raw ma- 
terials were placed upon the free list, as hides 
now are, the tariff on the manufactured article 
should also be lowered. If raw wool were placed 
upon the free list the woolen manufacturers 
could not object to a reduction of duty on woolen 
goods. The same might be said of the iron man- 
ufacturer, at least in New-England. 


Less protection and more means of communi- 
cation were the great needs of the country. 
Without the latter the American manufacturer, 


though able to ae with those of the world, 
was practically shut out of foreign markets. 
With raw materials where they could be most 
cheaply bought at their demand, Mr. Munyan 
was unable to see why shipbuilding in its im- 
proved form should not become an American 
industry. The American boot and shoe manufact- 
urer had ne foreign market now, never had, in 
fact. Why, most of the hides purchased in South 
America were brought here by way of London. 
Give the American the means to reach a foreign 
market and he would soon demonstrate his 
ability to hold hisown init. Take the case of 
Mexico. Since it became connected with this 
country by rail American boots and shoes were 
taking the place of foreign-made goods, and 
would soon have the market to themselves. 


Did all boot and shoe manufacturers think 
alike on the question of tariff reform? Mr. Mun 
yan was asked. He did not know of any, he said, 
who could give sound reasons for being opposed 


to it; allcertainly ought to favor it, for they 
stood in no need of protection. It is only fair to 
state that one was found who does not think 
just as Mr. Munyan, or who at least does not call 
himself a tariff reformer. 8. K. Heywood, of 
the Heywood Boot and Shoe Company, takes an 
active interest in politics and is known as an 
active Republican. He agreed with Mr. Munyan 
that at present the English manufacturer could 
not compete with him, but if the Englishman 
felt his markets slipping away from him he 
“would finally discover the cause, and having 
considerable at stake would seek to remedy it, 
then, by the aid of his cheap labor, methods and 
machinery being equal, he could more than 
compete with the American. Without any pre- 
tection at all Mr. Heywood did not suppose that 


his business would be instantaneously affected; , 


it might show no change for the worse for a year 
or more, but the change would come and the 
person who would suffer most would be the 
American workingman. Why? Well, for one 
reason, because capital wes more powerful than 
labor. Mr. Heywood saw no particular object in 
entering the foreign market; he was satisfied 
with an American market. (Home Market Club 
doctrine.) America w#s a manufacturing, a 
producing nation, not a commercial nation. To 
become the latter natural conditions were not 
favorable, 

Mr. Heywood was asked how a duty on hides 
would affect his business. A duty of 30 per 
cent. on hides, he said, would have but little ef- 


fect upon the business, in his opinion, and it 
would be some advantage to owners of hides. 
He did not think that a duty of 30 percent. on 
hides would increase their price more than 7 or 
8 per cent. This opinion of a Republican pro- 
tectionist 1s nut likely to prove paiatable to the 
wool growers, The latter contend that if the 
duty on raw wool is removed the bottom will 
drop out of the price. Mr. Heywood, though a 
protectionist, seems to agree with some eminent 
tariff reformers that the tariff has little effect on 
prices of raw materials. 


His question, “‘T suppose boot and shoe manu- 
facturers tell you their business would not be 
directly affected by tariff reform?’ was an- 


swered in the affirmative as to domestic trade 
and “favorably” as to foreign trade. T. B, Fy 
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MEDICAL EXPERTS DIFFERING. 
Mrs. Sophemia J. Fisher is trying to get a 
jury in Part L of the Supreme Court, over 
which Judge Barrett presides, to give her 


$20,000 in asuit she has brought against tne 
city. Sheasserts thaton Feb. 13, 1884, she fell 
into a hole inthe sidewalk at Madison-avenue 
and Forty-fifth-street, and in consequence is 
afflicted for the remainder of her life with para- 
legia. She lies ona lounge in court surrounded 
oy camphorand by sympathetle female friends. 
The city asserts that she is shamming and that 
not only can she walk, but that she has walked 
repeatedly during the time that she says she 
has been bedridden. Each side has medical ex- 
erts who contradict each other point blank. 
he trial will last several days more, ; 
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MIGHT MINE THE GEESE. 
LANESBOROUGH, Minn., Jan. 6.—A remarkable 
discovery was made by Patrick Casey of this place 
to-day. He lives nearthe river and keeps a flock of 


eese. Killing one of the flock a peculiar métal was 
ound in its crop in small particles, inclined to be 
flaky. His curiosity led him to slaughter another 
goose, the crop of which contained about the same 
quantity of the same metal. About a teaspoonful 
was taken from the crops of the two geese. The 
mineral was tested by a jeweler, who pronounced it 
gold. The geese are mostof the time in the river, 
which is very shallow, or Qn @ gravelly bank, near a 
spring, about which is much gravel, the accumula. 
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DEATH OF A LADY CONNECTED WITH 


‘MANY HISTORIC FAMILIES. 
From the Baltimore Ameriean, Jan, 6, 

Mrs. Ann Checkley Tiftany, widow of the 
late Osmond C, Tiffany of this city, died at West 
Newton, Mass., yesterday, in the ninety-fourth 
year ofherage. She wasof distinguished an- 
cestry, and was connected with many historic 
families prominent in the annals of New-Eng- 
land. She descended from a long line of clergy- 
men, one of her remote ancestry being Henry 
Chickeley, Archbishop of Canterbury, during the 
reigns of Henry IV., Henry Y.,and Henry VI. of 
England, and founder of All Souls’ College in 
Oxford. During the course of centuries the 
name of Chickeley,in some of its branches, 
became merged into Checkley, but the armorial 
bearings of the family are the same, and it has 


always claimed kindred with the great 
Archbishop. Mrs. Tiffany’s maiden name was 
Bhaw, and she was a qatar of the late William 
Checkley Shaw, a prominent merchant, and for 
many years a partner in business of her hus- 
band. Her grandfather, the Rev. John Shaw, 
was Pastor of the church in Bridgeport, Mass. 
for more than 60 years, and died at the age of 
94, The family came to Baltimore in 1816, and 
she waa married to Mr. Tiffany in 1822. The 
firm of Shaw & Tiftany—subsequently Tiffany, 
Shaw & Co.—became one of the most eminent in 
this city, and made large fortunes for those 
days. Mrs. Tiffany’s great-great-crandfather, 
the Rev. Benjamin Rolfe, graduated at Harvard 
College in 1684, and became Pastor of the church 
in Haverhill, Mass. On Aug. 29, 1708, Sunday 
morning, the town was attacked by a large force 
of French aud Indians, and more than 100 per- 
sous perished in the frightful massacre which 
ensued, Mr. Wolfe was killed while bravely de- 
fending his family, who were also murdered, with 
the exception of an infant daughter, who was 
hidden by a faithful nurse under a tub in the 
cellar, and who was found unharmed after the 
departure of theenemy. This child, thus pre- 
served, lived to become a very beautiful woman 
and the wife of the Rev. Dr. Samuel Checkley of 
Boston, and from her Mrs, Tiffany descended. 
The Checkleys were connected by marriage with 
the family of John Adams, President of the 
United States, and the only daughter of the Rev. 
Dr. Checkley, Mrs. Tiffany's great-granddaugh- 
ter, became the first wife of Samuel Adams— 
who was second cousin of President Adams— 
the illustrious patriot of the revolution, aud 
afterward Governor of Massachusetts. The 
Rey, Dr, Ezra Stiles, one of the most 
celebrated of the New-England  divines 
and President of Yale College, also miar- 
ried into the Checkley’ family. Her 
busband died in 1851, leaving her a handsome 
fortune, which, however, was entirely swept 
away in 1877 by financial reverses. At the age 
of 83 years she left Baltimore to live with her 
son, the Rey. Francis Tiffany, in West Newton, 
Mass., bearing her great change of circum- 
stances with extraordinary fortitude and cheer- 
fulness. She was noted for her hospitality. 
Three of her children died in infancy, and her 
fourth son, Mr. George Peabody Tiffany, on 
Sept. 1, 1887. Those surviving are Mr, Os- 
mond ‘Tiffany of this city, Mr. William Shaw 
Tiffany, an artist, residing in Boston; the Rev. 
Francis Tiffany, a Unitarian clergyman, of West 
Newton, Mass., and Mr, Edward Tiffany, Assist- 
ant Librarian of the Boston Public Library. 
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A BALL FOR THE SERVANTS. 
From the Baltimore American, Jan. 5. 


The grand salon at Alexandrofisky, the 
city residence of Mr. and Mrs. Gaun M. Hutton, 
the old Winan’s mansion on Hollins-street, was 
the scene last night of a ball and bauquet ten- 
dered by Mr. and Mrs, Hutton to their employes. 
Each one of the unmarried male employes was 
allowed to bring alady, and the female em- 


coe ig were given permission to invite their 
eaus, Those who are married and so desired 
brought their wives, and in some cases other 
members of the family, The salon of the man- 
sion is undoubtedly the finest of its kindin the 
city. Itwas cleared of all impediments, only 
sutlicient furniture remaining to accommodate 
the guests. The walls are liberally adorned with 
a magnificent collection of paintings, and art 
pieces in bronze are stationed in various places 
inthe hall, The beauty of the place was en- 
hanced by pretty decorationa of garlands, fes- 
toons, bells and globes of evergreens. <A peculi- 
arity of the sa/onis the manner in which it is 
heated and ventilated. There are numerous 
small holes in the hard-wood floer, and hot, 
moist, or dry air can be admitted at will, 
and the heat regulated to any desired 
temperature. The furniture is covered in old 
gold silk, with furnishings of the same material. 
The ball began at 8 o’clock, and the company 
numbered about 100 persons. The managing 
committee consisted of three persons, all of 
whom have been in the employ of the house for 
over 30 years. Miss Bridget M. Phillips, the 
housekeeper, who was appointed matron, has 
been in the employ of the house for 33 years. 
The ladies were attired in neat and tasteful cos- 
tumes. Many of the young ladies were as pretty 
and attractive as the pictures which adorned 
the walls around them. The affair was a highly 
successful one, and greatly enjoyed by all who 
participated. Atllo’clock the party was in- 
vited into the billiard room, where a select sup- 
per had been spread. After enjoying the deli- 
cacies of the table, the company again returned 
to the ballroom, where the dancing was kept up 
tiila late hour. Nothing was spared to have all 
arrangements 80 complete that there would be 
nothing wanting that could add to the enjoy- 
ment of the affain 
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SHORT SERMONS FOR BOYS. 
From the Jewish Messenger, 

Most boys and girls do not like sermons-— 
they say that they are too long for their high- 
nesses. Perhaps they may like these short ser- 
mons. They will give food to think over, and 
must not be read too hastily. 

A Swedish boy fell out of the window and was 
badly hurt, but, with clenched lips, he kept back 
back the cry of pain. The King, Gustavus 


Adolphus, who saw him fall, prophesied that 
that boy would make a man for an emergency. 
And so he did, for he became the famous Gen. 
Bauer. 

A boy used to crush the flowers to get their 
color, and painted the white side of his father’s 
cottage in Tyrol with all sorts of pictures,which 
the mountaineers gazed at as wonderful. He 
was the great artist Titian. 

An old painter watched a little fellow who 
amused himself making drawings of his pot and 
brushes, easel and stool, and said: “ That boy 
will beat me one day.” So he did, for he was 
Michael Angelo. 

A German boy was reading a blood-and-thun- 
der novel. Rightin the midst of it he said to 
himself: ‘Now, this will never do. I get too 
much excited over it. I can’t study so well after 
it. So hers goes!” and he flung the book out 
into the river, He was Fichte, the great German 
philosopher. 

Do you know what these little sermons mean? 
Why, simply this, thatin boyhood and girlhood 
are shown the traits for good or evil that make 
the man or woman good or not, 
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ARMY AND NAVY NEWS. 
WASHINGTON, Jan. 6.—Capt. Chandler F. 
Eakin, First Artillery, having been found incapac- 
itated for active service, has been ordered to pro- 
ceed to his home and to report his arrival there by 
letter to the Adjutant General. The leave of ab- 
sence granted Second Lieut. Lester W. Cornish, 


Fifth Cavalry, has been extended one month, and 
the leave of First Lieut. George B. Walker, Sixth 
ays has been extended two months, 

Capt. 5. L. Breeze has been relieved from the com- 
mand of the flagship Lancaster, South Atlantic sta- 
tion, andis on his: way home. It is understood 
that he has been condemned by medical survey. 
Paymaster C, F. Hendee has been aetached from 
auty on the iron-clads at City Point, Va., and ordered 
to duty at League Island Navy Yard; Paymaster W. 
W. Woodhull from duty at League Island Navy 
Yard, ordered to settle accounts, jand placed on 
waiting orders; Paymaster G. H. Grifiing from the 
New-York Navy Yard and ordered to the Receiving 
ship Franklin. Assistant Naval Constructors Jo- 
seph J. Woodward and Joseph H. Linnard have 
been ordered to temporary duty in the Bureau of 
Construction, Navy Department. Passed Assistant 
Paymaster M. C. McDonald has been detached from 
duty at the Naval Academy and ordered to duty at 
the Naval Hospital, Yokohama, Japan, by tne 
ateamer from San Francisco on the 20th inst., re- 
lieving Passed Assistant Paymaster E. B. Rogers, 


detached and ordered to return home and report 
arrival, 


THE NEW-ORLEANS RAOES. 
NEW-ORLEANS, Jan. 6.—The following are 
the entries and weights for to-morrow’s races, 
together with the pools sold to-night: 


First RaOk,—Half a mile; selling. Eternity, 90 
pounds, $2; Fanchon, 98 prance, $10; Tucker, 102 
pounds, $3; Jennie 8S., 80 pounds, $3; Janthe, 72 
+ paren $1; Gray Fox, 81 pounds, $1; Ocean Wave, 

6 pounds, $6. 

SECOND RACE.—Four and a half furlongs; selling. 
No pools sold. Mike Whiting, 103 pounds; Jim 
Nave, 93 pounds; Little Trumpet, 98 pounds; Ruse, 
101 pounds; Bobolink, 94 pounds; Claude Brannon 
97 pounds; Kensington, 103 pounds; Avery, 103 
pounde, Joshua, 104 pounds; Fraud, 103 pounds; 

rouble, 111 pounds. © 

THIRD] RACE.—Welter weights; selling allowances; 
five furlongs. No pools were sold on this race. 
Jim Nave, 106 pounds; Jessie J., 131. pounds; As- 
coli, 1438 zones Rob Thomas, 100 pounds; Black 
Knight, 105 pounds; Loma, 123 pounds; Joshua, 
116 pounds; Fraud, 116 pounds; Watch Eye, 121 
pounts; Red Leaf, 109 pounds, 

FourTH Rack.—Handicap; six furlongs. Jennie 
McFarland, 115 pounds, $15; Quotation, 100 pounds, 
$11; Belle Taw, 97 pounds, $16; Dutchman, 97 
pounds, $5; aeahany, 104 pounds, $3; Frank 
Clapp, 90 pounds, $2; the field—Comedie, 105 
pocnae, Little Sullivan, 90 pounds; Lottie Wall, 

pounds; Jim Williams, 90 pounds—$5. 

The track to-nightis fast. There are indica- 
tions of rain. 
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MURDERED BY THUGS. 
NoGatss, Arizona, Jan. 6.—A band of thugs 
have been operating for some time in Powas Village, 
Sinaloa. Their last act was the strangling of Sefora 


Vicenta Hernandez, an old lady of that town, for 
her money. after she had been choked to death the 
by Fy bee Ee oy a crvapee her head with 

and onse 0: ,000, - 
lation of 18 pears of hard labor. og saahor na stenean 


AND SUBURBAN NEWS 


NEW-Y ORE. 


Detective Murtha, of the cashier's office 
at the Custom House, was yesterday restored to 
duty by Collector Magone, 


Its annual reception will be given by the 
Twenty-second R + Amc at the Metropolitan 
Opera House next Tuesday night. 


THE Times has received from De Witt 
Chapel, 160 West T'wenty-ninth-street, through 
its Pastor, the Rev. K. F, Junor, $15 for the 
Hospital Saturday and Sunday Fund. 


The next lecture in the Cooper Union 
free Saturday night course will be delivered by 
James Dougias, Jr., on ‘‘ Earthquakes,” 1lus- 
trated with views of the Charleston and Sonora 
troubles. 


E. S. Nadal, author of “‘ Zwiebak; or, Notes 
of a Professional Exile” in the Century Magazine, 
willlecture this morning on ‘Texan society 
and Scenery” in the lecture room of the Law 
School, Columbia College. 


More premiums for the choice of seats in 
the call room of the Produce Exchange were 
sold yesterday. bringing the total amount to be 
received in excess of the rental up to $835. 
Premiums were given on 52 seats in all, 


Dr. McGlynn will deliver an address at 
the opening meeting of the New-York Temper- 
ance Union, at Masonic Temple, Twenty-third- 
street and Sixth-avenue, Sunday afternoon at 
$8 o’clock, His subject will be * Consistent Tem- 
perance.” 


Paul Schwarz, the banker at 15 Broad- 
street, and oe D. Peet have got an injunc- 
tion restraining Benjamin T. Hatoher from in- 
terfering with, recovering or disposing of any of 
his property during the pendency of the lawsuit 
which they have brought against him. 


The Police Commissioners yesterday elect- 
ed Stephen B. French President, for the eighth 
time, and John McClave Treasurer, for the 
fourth time. The Chairmen of committees are: 
Repairs and Supplies, Voorhis; Pensions, Porter; 


Rules and Discipline, French, and Finance, Mc- 
Clave. 


The Manhattan Chess Club has elected 
the following officers for the ensuing year: Pres- 
ident—Sebastian B. Schlesinger; Corresponding 
Secretary—Dr. L. Cohn; Recording Secretary— 
G. D, Eaton; Treasurer—L. D, Cohn; Directors 
—J.8. Curry, Paul Stockmann, H. Seymour, G. 
T. Green, 8. Lipschutz, E. 'T. Westerfield. 


Bradstreet’s~reports 293 failures in the 
United States during the week as against 246 
for the preceding week, and 291, 299, 366, and 
282 tor the corresponding weeks of 1887, L886, 
1885, and 1884 respectively. The Middle States 
had 76, New-England 54, Southern 66, Western 
80, Pacitic and Territories 17. Canada had 15. 


Mayor’s Marshal Byrnes reports that dur- 
ing 1887 there were issued from his office 32,248 
licenses, against 33,213 for 1886. ‘The fees col- 
lected were $181,397 75, an increase of $12,138 
over 1886, and the expense of collection, in- 
cluding salaries, was $8,200. Of the amount 
collected the pawnbrokers contributed $52,500, 


Thomas O’Reilly, the chief of the Teleg- 
raphers’ Brotherhood, returned yesterday from 
Scranton, Penn., where be had an interview 
with Mr. Powderly. The reports about Powder- 
ly’s condition, Mr. O'Reilly said, were true. He 
was prostrated, and by the physician’s direo- 
oe he was going to Florida for one month ; at 
east. 


The delegates from the open trades unions 
in this city and Brooklyn that have joined the 
American Federation of Labor met last evening 
at 101 Avenue A to ascertain how many unlons 
will be represented at the convention of the 
State branch of the Federation that meets in 
Albany on Jap. 17. On Friday the delegates to 
the convention will meet. 


Col, R. 8. Cheves of Georgia, who was 
rominent in the Confederate service, will de- 
iveran address in Cooper Union to-morrow 
afternoon at 8 o’clock on the subject of a nation- 
al warfare against the liquor traffic. The ad- 
dress is intended tobe an appeal to Northern 
soldiers, on beLalf of Southern veterans, for a 
united movement against the strongholds of 
King Alcohol. 


The sixth anniversary exercises of the 
MoAuley Cremorne Mission will be held at 104 
West Thirty-second-street to-morrow afternoon 
and evening. J. Noble Stearns will preside at 
the afternoon meeting, which begins at 3 
o'clock, and during which a tablet to the mem- 
ory of Jerry McAuley, the founder of the mis- 
sion, isto be unveiled. Gen. Clinton B. Fisk 
will preside at the evening meeting. 


One of the pleasant annual dinners of the 
year is that of the Holland Society of New-York. 
This year it will be held at the Hote! Brunswick, 
and next Tuesday evening is the time. There 
will be a number of good speakers. Every mem- 
ber of the society who can will certainly be pres- 
ent, and that the dinner will be a good one is as- 
sured by the fact that Robert B. Roosevelt is 
Chairman of the Dinner Committee. 


Michael Martin, the officer of Part IV. of 
the Supreme Court, was seized with a fainting 
fit night before last, andis now confined to his 
bed. The physicians lay his troubles to the bad 
air of the court room, which has been crowded 
all through the trialof Bunnie and Baby Bunt- 
ing’s breach of promise case. The ventilation 
and sewerage of the Court House are but little 
better than of the City Hall, and every one who 
is obliged to work there feels the evil effects 
more or less. 


Judge Wallace, of the United States Cir- 
cuit Court, has affirmed the decision of the Dis- 
triot Court in the suit of the United States for 
$12,000, the amount of a bond given for Lieut, 
Henry W. Howgate by Lebeus H. Rogers. When 
the case was tried in ;the United States District 
Court Judge Brown found that Howgate had 
maladministered the funds of the Government 
and that the bond should be forfeited. An ap- 
peal was then taken, which was decided yester- 
day, sustaining Judge Brown’s decision. 

> 


BROOKLYN. 


Ex-Mayor Whitney’s son, D. D. Whitney, 
Jr., and W. D, Gilbert were yesterday reappoint- 
ed assistants to Corporation Counse! Jenks, 


The latest candidate mentioned for Tax 
Collector under Mayor Chapin jis David A, 
Boody, the senior member of the banking firm 
of Boody, McLellan & Co. Mr. Boody is an elo- 
quent young Democrat and a strong supporter 
of Mr. Chapin. 


Henry Schubach, the Brooklyn tailor who 
disappeared Monday night, is still missing, His 
cont and hat were found on the banks of 
Gowanus Canal, and it was thought he had been 
drowned. The canal was dragged, but the body 
was notfound. The police have concluded that 
Schubach, who was slightly intoxicated, was 
foully dealt with. 


The Varuna Boat Club has elected the 
following officers: President—John B. Byrne; 
Vice-President—A. P. Black; Secretary—W. L. 
Byrne; Treasurer—John W. Reid; Captain— 
James G. Tighe; First Lieutenant—Henry L, 
O’Brien; Second Lieutenant—William Breen} 
Judge—H, M, Wimter; Trustees—Jobn B. Byrne, 
A. P. Black, W. L. Byrne, W, H. Dunn, H. M. 
Winter, T. A. Quinlan, J. G. Tighe, and George 
Vv. zunat. 


Constantine Steiger, the Brooklyn An- 
archist who tried to kill Leonhardt Kober and 
his wife Thursday, was taken to Justice Kenna’s 
court yesterday, where he waived examination 
and was held for the Grand Jury. “I want to 
die in prison,” was all Steiger would say, He 
has eaten nothing since his arrest and says he 
will starve himself to death. Mrs. Kober was 
much better yesterday, and unless erysipelas 
sets In she will recover. Her husband’s injuries 
were found to be slight. 


Thomas Larkin, who died at 41 Grand- 
avenue, Brooklyn, Thursday, was said to be 104 
years old. He was a junk dealer a few years 
ago, when his failing physical powers compelled 
him to give up work. He was a native of Ire- 
land, and settled in America in 1848. He had 
four children, the oldest 56 years of age. He 
always smoked and drank, sometimes tu excess, 
but his general health continued gvod until his 
death. He passed away easily, the immediate 
cause of death belng the cessation of heart beats, 
He will be buried to-day. 


Annie Burns, 17 years old, obtained a 
warrant from Justice Walsh, in Brooklyn, yes- 
terday for the arrest of her 18-year-old hus- 
band, Patrick, whom she married a week ago, 
Mayor Whitney performed the ceremony and the 
young couple went to board at 73 Bond-street. 
All went well until Thursday, when the mother 
of the boyish husband appeared and took him 
home. esterday his wife sought to regain him 
by having him arrested for abandonment. She 
wanted to have her mother-in-law arrested for 
grand larceny in stealing her son, but failed. 


WESTCHESTER COUNTY. 


Scarlet fever of a virulent _ form has 
broken out again in Mamaroneck, and there are 
now about w dozen persons sick with it. J. L 
Bosse, a Freneh teacher, has lost two children; 
a Regi one, and he lost one when it was there 

efore, 


James Clark, the pedestrian, whose home 
is at Washingtonville, near Mount Vernen, was 
arraigned before Justice Edmonds yesterday, 
charged with passing counterfeit money, and 
was held in $1,000 bail for examination. 


The pleuro-pneumonia has not been en- 
tirely i outof Westchester County yet. 
Yesterday Dra, R. A. MoLean and J, M. Brechell, 
Inspectors of the Department of Animal Indus- 
try at Washington, went up into the towns of 
Somers and Lewisborough for the purpose of 
making an inspection of some cattle reported to 
be infected there. They were accompanied by 
Deputies Thomas Shute and Thaddeus K. Green. 
During the last fortnight they have condemned 
about 200 head of cattle, 


SS 
NEW-JERSEY. 


An attempt was made yesterday by a 
well-dressed man to kidnap two small pf 
Theresa Kentz, and Amelia Fahn, at Orange 
Valley, N. J. They appealed to two working- 
men and the would-be abductor fled. 


Joseph Glass, employed in the W. & §. 
Carr Company’s brass works, at Paterson, N. J., 
was suffocated by charcoal fumes yesterday 


CITY 


| while attempting to clear an fron cupola of an 
| obstruction. Henry Durkin, who tried to save 


him, was also overcome, but will recover, 


‘aoe mone A prie of the suit of Goce W. 
’ sbury Park, N. J. 
recovery of $20,000 damages " Ohaties 


———s 


Braenuttgaur for false imprisonment, ended on 
Thursday night, the ery giving Byram 6 cents. 
Bracuttgaur caused:‘Byram’s arrest onjthe'charge 
of fraud and selling him a bogus mortgage. 


James Howarth, a prisoner at the New- 
Brunswick (N. J.) Jail, escaped yesterday. He 
was before the court a week ago, and made so 
touching a plea for mercy that sentence was 
suspended, Three hours afterward he was 
drunk, and was arrested in an attempted theft. 
He was then sentenced to a year’s imprisonment. 


The hardware store of Charles McClees, 
in Toms River, N. J., was entered by burglara 
on Thursday night. The thieves drilled two 
holes in the safe and blew off the door with 
dynamite or gunpowder. The exact amount of 
money secured by the burglars cannot be ascer- 
tained, but itis supposed to be about $500. The 
thieves left. behind them a brace and bit and 
three chisels, which were evidently stolen from 
a carpenter in the vicinity. 


Constable Wooley of Long Branch yes- 
terday searched the rooms of Pete Dowling, the 
colored man who is suspected of being the mur- 
derer of Robert Hamilton. He found a coat, 
which had a number of gray hairson the collar 
and sleeves. A blood-stained pair of overalls 
were soaking in a wooden bucketin a@ corner 
inoneroom. The State authorities have em- 
ployed Detective Wood to search for Hamilton's 
murderer. He claims the rightto examine the 
colored persons held as witnesses by the Cor- 
oner, but the Coroner refuses to allow them to 
be taken from Police Headquarters, 

RATA POS Le 


THEIR TRICKS ARE MANY. 

The swindlers who try to work their little 
games by claiming connection with the Custom 
House in one way and another have been un- 
usually busy lately. Itis not very long ago that 
one of them traveled through the Hudson River 
towns offering dry goods for sale at very low 
figures and stating that the goods came from con- 


signments seized at the Custom House. A later 
form of the game has been attempted recently, the 
swindler calling at some house up town and de- 
claring that a package addressed te the mistress 
is at the Custom House, but that he will deliver 
it to her if she will advance the amount of the 
duty levied upon the goods. Several such cases, 
have been reported to the customs officials, who 
are very pba nein that the game be broken up bys 
the capture of the crooks engaged in it, 
“Strikes,” in the shape of tickets for balls 
alleged to be given for Government employes, 
have been attempteq by the confidence opera. 
tors, and a good many of the tickets have been 
disposed of. The trick is not new, butit 1s said 
to haye been practiced extensively this Winter. 


JACKSON DAY BANQUET. _ 

In honor of “Jackson Day” the Business 
Men’s Democratic Association will dine at the 
Hoffman House to-night. William A. Cole is to 
preside over the 150 guests and members of the 
association. Licut,-Gov. Jones is to respond to 
“The State,” Mayor Hewitt to “The City,” Col. 
William H. Brown to “The Press,” George 
Raines of Rochester to “Issues of the Day,” 
Gov. Green of New-Jersey to “Our Sister 
States,” Gov. Biggs of Delaware to “The La- 
dies,” and Joseph J. O’Donohue to ‘ Business 
Men in Politics.” Gov. Davis of Rhode Island is 
very likely to béamong the banqueters. Letters 
will be read from President Cieveland, Gov. 
Hill, Secretaries Bayard, Fatrehild, and Whit- 
ney and Postmaster-General Vilas, Senator Gor- 
man, Mayor Chapin of Brooklyn, Fred Cook, 
Secretary of State; Gov. Fitzhugh Lee of Vir- 
ginia, B. F. Jonas, Collector of Customs at New- 
Orleans, and other prominent men. If Col. 
Fellows makes an address, and the banqueterg 
will surely expect oae from him, he will proba- 
bly talk about ‘‘The Battle of New-Orleans.” 


OUTGOING SITEAMSHIPS. 
ae ate nee 

TO-DAY, (SATURDAY,) JAN. 7. 

Mails Close. Vessels Saty 

3:00 P. M, 


12:00 M. 


3:00 P. M, 
12:00 M. 


Alps, Hayti 
Buitic, Liverpool 
Bassano, Copenhagen 
Comal, Galveston 
Ethiopia, Glasgow 
Etruria, Liverpool.......... 9: A.M. 12:60 M, 
Louisiana, New-Orileans... 3:00 P. M. 
J.a Bretagne, Havre 12:00 M. 
Polaria, Hamburg 2:00 P. M. 
Schiedam, Amsterdam..... M. 11:30 A. M 
Waesiland, Antwerp M. 12:30 P. M. 
TUESDAY, . 
Bolivia, Mediterranean Pts 


Tallahassee, Savannah..... 
WEDNESDAY, 

Colorado, Galveston... 

Critic, Leith... 

Egyptian Monar 

Elbe, Bremen 

Italy, Liverpool. . 

Muriel, Barbadoes,......... 

New-Orleans, New-Orleans 

Philadelphia, La Guayra.. } 

Republic, Liverpool. ........ 1 
THURSDAY, JAN. 

City of Columbia, Havana. 

State of Nevada, Glasgow. 

FRIDAY, JAN. 13. 


Cherokee, Charieston....... 
State of Texas, Galveston... 


8:30 P. M. 


8:00 P. M. 
4:00 P. M. 
8:00 P, M, 
3:00 P. My 


~ ent i 


INCOMING STEAMSHIPS. 


DUE TO-DAY, (SATURDAY,) JAN 7. 
Brooklyn City, Bristol, Dec. 20. oS 
Britannia, Mediterranean ports, Des. 21. 
Elbe, Bremen, Deo. 28. 

Louis Bucki, Jacksonville, Jan, 1. 
Leerdam, Rotterdam, Dec. 24. 
Otranto, Newcastle, Dec. 13. 
Peninsula, Hamburg, Dec. 17. 
Pieter de Coninck, Antwerp. Dec. 17. 
tepublic, Liverpool, Dec. 23. 
Venice, Gibraltar, Deo. 17. 
DUE SUNDAY, JAN. 8. 
City of San Antonio, Fernandina, Jan, 4. 
Hondo. Belize, Dec. 19. 
La Normandie, Havre, Deo, 31. 
Memnon, Rio Janeiro, Deo. 13, 
New-York, Galveston, Jan. 1. 
Thingvalla, Christiania, Deo. 22. 
DUE MONDAY, JAN. 9. 
Anchoria, Glasgow, Dec. 29. 
Baldomero Yglesias, Havana, Jan. 4, 
Claribel, Carthagena, Dec. 27. 
Cherokee, Charleston, Jan. 6. 
Denmark, London, Dee. 24, 
Niagara, Havana, Jan. 5. 
Tallahassée, Savannah, Jan. 6. 
DUE TUESDAY, JAN. 10. 
Acadia, Mediterranean ports, Dec. 24, 
Bothnia, Liverpool, Dec. 21. 
Suevia, Hamburg, Dec. 29. 
DUE WEDNKSDAY, JAN. 11, 
City of Atlanta, Havana, Jan. 7. 
Marsala, Hamburg, Antwerp, Dec. 25. 
Rhyniland, Antwerp, Dec. 31. 
Wyoming, Liverpool, Dec. 31. 
DUE THURSDAY, JAN, 13. 
Alene, Jamaica, Jan. 4. 
State of Indiana, Glasgow, Dec. 30. 
Victoria, Demarara, Jan. 4. 
DUE PRIDAY, JAN. 13. 
Cienfuegos, Nassan. Jan.§9, 
Newport, Aspinwall, Jan. 5. 
Werra, Bremen, Jan. 4. 


EE a ee 
MINIATURE ALMANAO—THIS DAY. 
Sun rises...7:24 | Sun sets..4:49 | Moon rises, 12:89 
HIGH WATER—THIS DAY. 

PLN 


. M. P.M. P. M. 
Sandy H’k...2:15 | Gov. Is'l..8:04! Hell Gate..4:26 
MARINE INTELLIGENOE. 


NEW-YORK FRIDAY, JAN, 6. 


ARRIVED. 

Steamship Alps, (Br.,) Macknight, St. Maro, &ce., 
Dec. 3, with mdse. and passé¢ngers to Pim, Forwood 
& Co. 

Steamship Quebec, (Br.,) Woodburn, Avonmouth 
21 ds., with mdse. to Snow & Burgess. 

Ship Wm. H. Lincoln, (of Boston,) Daly, Cal- 
cutta 114 ds., with mdse. to order—vessel to Snow 
& Burgess. 

Steamship Bergenseren, (Norw.,) Mortensen, Port 
de Paix 749 ds., with logwood to Hugo Kamer & 
Co.—vessel to W. W. Huribut & Co. 

Steamship El Paso, A ag New-Orleans 6 ds., 
with mdse. to J. T. Van Sickle. 

erenmante City of Richmond, (Br.,) Redford, 
Liverpool 10 ds., with mdse. and passengers to 
Peter Wright & Sons. 

Ship Henrietta, (of Searsport,) Blanchard, Singa- 
pore 116 ds., with mdse. to order—vessel to R. P. 
Buck & Co. 

Ship Elwell, (of Damariscotta,) Barstow, Lloila 
141 ds., with sugar and hemp to order—vessel to J. 
W. Elwell & Co. 

Steamship Durham City, (Br.,) Galbraith, Bar. 
row 26 ds., via Perth Amboy, in ballast to Simpson, 
Spence — Young. 

Ship The Bruce, (of London,) Popps, Demerara 25 
ds., with sugarto L. W. & P. Armstrong—vessel to 
Vernon H. Brown & Co. 

Ale New-Orleans, Halsey, New-Orleans 6 
ds., with mdse. and passengers to Samuel H. Sea- 
man. 

Steamship Portia, (Br.,) Dawson, St. John’s, N. F.. 
and Halifax, with mdse. and passengers to Bowring 
& Archibald. 

Steamship Eleanora, Bennett, Portland, with 
mdse. and passengers to Horatio Hall. 


WIND—Suanset, at Sandy Hook, light, S.; foggy 
and light rain; at City Island, light, 8.W.; raining 
and thick. 


—_—_>——-- 


SAILED. 


Steamships Rosse, for Liverpool; Buffalo, for Lon- 
don; Moravia, for Hamburg; Alvo, for Aspinwall, 
Beg Nona pe bie Ne eg Mie 

hips Wandering Jew, for Shanghai; Tagal, for 
Hull; Fidelio, for Hamburg. . — 
Also, via Long Island Sound: 
Steamships laucus and Gen. Whitney, 


Boston. 
——_—_—_—~»—— 


BY CABLE. 


LONDON, Jan. 6.—The steamship Lake Winnipeg, 
Br.,) Capt. Traumer, from Nortolk Dec. 22 tor 


iverpool, which arr. at Queenstown to-day, had a 
heavy list to starboard. 
PR: sitenmehip Bedford, (Br..) Capt. Aitkenhead, 
om editerranean ports for New-Y ‘ 
Gibraltar Jan, My Pp ew-York, passed 
6 steamship Bohemia, (Ger.,) Capt. Karlowa. 
from New-York Dee, 24 for Hamburg, : 
— a 4 rag to-day. % ee ee 
6 steams Texas, (Br.,) Capt. * 
Palermo for New-York thee 40 ee ees Se: Se 
The wang mony, Baer Princes, (Br.,) Capt, Alder- 
son, from New-York Dec. 16, arr. at Lisbon Jan. 1. 
ch, (Br.,) Capt. Retson, 


for 


The steamship Palm Bra 
from New-York Dee, 17, arr. at Avonmouth to-day. 
LONDON, Jan. 6.—The steamship Galileo, (Br,) 


ues Eee 


Mew: oe 
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The Del-Gaek Cimes. 


NEW-YORK, SATURDAY, JAN. 7, 1888. 






















































































































AMUSEMENTS THIS EVENING. 
oo os 
ACADEMY OF MUSIC—At 8—JULIUS CESAR. 
Matinée. 
AMERICAN ART GALLERY—PAINTINGS. 


AMERICAN INSTITUTE—CIRCUS AND MENAG- 
ERIE. Matinée. 

BIJOU OPERA HOUSE-At 8—THE CORSAIR, 
Matinée. 


CHICKERING HALL—At 8:15—LECTURE. 


DALY’S THEATRE-At 3:15—RAILR0AD OF LOVE. 
Matinée. 


DOCKSTADER’S—At 8:30—MINSTRELSY. Matinée, 
EDEN MUSEE—ERDELYI NaczI—WAX WORKS, 


FIFTH-AVENUEK THEATRE — At 8:30 ~ DR. 
JEKYLL AND MR. HYDE. Matinée. 

FLEETWOOD PARK—TOBOGGAN SLIDE. 

FOURTEENTH-STREET THEATRE—At 8— 
VoOYAGs EN SUISSE. Matinée. 

GRAND CPERA HOUSE—At 8— KEPPLER’S 


FORTUNES. Matinée. 
LYCEUM THEATRE--At §:15—THE WIFE. Mat. 
inée. 


MADISON-SQUARE 
ELAINE. Matinée. 


METROPOLITAN OPERA HOUSE—At 2—EuURY- 
ANTHE. At 8:15—SYMPHONY, (Concert.) 


NIBLO’S GARDEN — At 8—A RUN OF LUCK. 
Matinée. 

PANORAMA BUILDING—Day and 
BATTLE OF GETTYSBURG. 

PARK THEATRE—AtS8—PETE. Matinée. 


STANDARD THEATRE—At 8--PAUL KAUVAR. 
Matinée. 

STAR THEATRE-At 8—DIVORcONS, Matinée, 

THALIA THEATRE—At S—FALLISSEMENT, &C. 
Matinée. 

THEATRE COMIQUE—AtS8—RUDOLPH. Matinée. 

THE CASINO—AtS8—MADELON. Matinée. 

TWENTY-THIRD-STREET TABERNACLE— 
CHRIST ON CALVARY. 

UNION-SQUARE THEATRE—At 8:15 — THE 
HENRIETTA. Matinée. 


WALLACK’S THEATRE—At 8:15—IN THE FASH- 
ION. atinée. 


TERMS TO MAIL SUBSCRIBERS, POSTPAID. 


Rio aie ea teen 
DAILY, 1 year, SG 00; with Sunday....87 50 
DAILY, 6 months, $3 00; with Sunday....83 75 
DAILY, 3 months, $1 50; with Snunday....82 00 
DAILY, 1 month, with or without Sunday... 75 
SUNDAY EDITION ONLY, 1 year..-.... ...-$1 50 
WEEKLY, per year, $1. Six months, 5@ cents. 
Terms cash in advance. We have no traveling 
agents. Remit Postal Money Order, Postal Note, 
draft, or money in registered letter. Postage to For- 
sign countries, except Canada, 2 cents per copy. 
Address THE NEW-YORE TIMES, 
Sample copies sent free. New-York City. 


THEATRE — At 8:30-—- 


Evening— 














NOTICES. 
PS Sa TN 
THe TIMES cannot return rejected manu- 

scripts, no matier what their character may be. 
To this rule no exception will be made with re- 
gard to either letters or inclosures. Nor will 
the editor enter into any correspondence respect- 
ing rejected communications. All matter not 
inserted is destroyed. 





The only up-iown officeof THE TIMES is al 
1,269 SBreadway, between Thirty-first and 
Thirty-second streets. 

THE TIMES will be sent to any address” in 
Europe, postage included, for $1 35 per month. 

The date printed on the wrapper of each 
paper denotes the time when the subscription 
expires. 






















The Signal Service Bureau report indicates, 
for to-day, in this city, snow or rain, warmer, 
variable winds. 









The usual attack upon the civil service 







faw is to be made at the present session 
of Congress. Mr. WHEELER of Alabama 
appears as its leader, and introduces again 
his bill to amend the law in such a way as 









practically to destroy its essential principle, 
that of competitive examinations. This 
point he proposes to gain by requiring that 
the entire eligible list shall be furnished 
to appointing officers to select from, 
and that an appointing officer may send to 
the commission any person whom he may 
wish to appoint to be examined in regard 
to his qualifications. If he passes the ex- 
amination he may be appointed without 
any competition with others, It is obvious 
that this would destroy the principal safe- 
guard of the law, and render it possible to 
make appointments for political reasons, 
provided only that the applicant was able 
to pass the required examination. There 
is no danger that these amendments will be 
adopted, but their support by any consider- 
able number of Democrats will give color 
to the charge that the party is hostile to 
the reform system and ready to undermine 
it at every opportunity. 






























Col. FELLOWS seems to be in a very prom- 
ising mood. Yesterday he declared to a 
distinguished delegation interested in get- 
ting excise cases tried his determination to 
have all the accumulated cases, amounting 
‘to some 11,000, disposed of, and to prose- 
cute every criminal without regard to the 
offense. ‘‘No classof cases,” he said, “shall 
be pigeonholed to await the convenience 
of the office while it tries what it 
considers more important cases.” There 
seems to be in this a_ significant 
slur on the conduct of the office while these 
cases have been accumulating. Col. FEL- 
LOWS proposes to catch up and keep up 
with the business of the ofiice or get out— 
but, then, he always was a good talker. Fine 
words butter no parsnips, and we shall wait 
patiently for the results of the phenome- 
nal energy thatis to be put into the work 
of the District Attorney’s office. We vent- 
ure to say that Col. Fettows will not let 
any boodle trials stand in the way of his 
rlearing off these old excise cases. They 
at least will have to wait his convenience, 

































“Why not give relief to the people,” 
asked Senator SHERMAN, “ by a reduction 
of the tax on sugar?” Itis reported to be 
the policy of a majority of the Republicans 
in Congress to follow Mr. SHERMAN’S sug- 
gestion and “repeal one-half of the sugar 
fluty.” The loss of one-half of the revenue 
flerived from imported sugar would reduce 
the surplus by $28,250,000, but would it 
“viverelief to the people”? There is a Sugar 
Trust. It already includes nearly all of 
the sugar refineries of this country. Re- 
ports from Washington say that this power- 
ful combination consents that one-half the 
duty shall be taken off. It is willing that 
one-half of the duty which it pays upon 
the raw sugar imported to be refined in 
its own wills shall be repealed, but will 
it consent to a similar reduction of the 
tates imposed on imported sugars whose 
quality and condition are above No. 13 
Dutch standard? If only the duties on 
sugars below No. 13 (which yielded all but 
611,400 of the $56,507,495 of sugar rev- 
enue last year) should be cut down, what 
could prevent the Trust from raising the 
price of refined sugar, and thus coliecting 
for its ewn benefit from the people a large 
part or even the whole of the revenue sur- 
rendered by the Government? In other 
words, is it not possible by apparently bene- 

| ficia] legislation to transfer millions of rev- 


‘aone from the national surplug fo the aur- 
























































































































plus of the Sugar Trust? When the scheme 
shall have been completed the people will 
want to know how tbe tariff rates on refined 
sugar are to be affected. The surplus rey- 
enue should be reduced, but it should be 
reduced in such a way that there will be a 
gain for the people to offset the Treasury’s 
loss. 








It is declared that, among its measures of 
conciliation in Ireland, the Salisbury Gov- 
ernment is prepared to endow a Catholic 
university. This is a favorite project of 
those Engiishmen who wish te make the Insh 
contented in their own way, even though 
the Irish prefer their own way. Of course 
the Home Rulers would not accept it in 
place of what they want, though they might 
be willing enough to take it. It would 
be a serious political mistake for the 
Government to propound such a measure, 
for, although the Tories would not object to 
it, it would at once disaffect all the Liberal 
Unionists, whose unionism is mainly aver- 
sion to the scarlet woman. Its effect on the 
Orangemen in Ulster would be too painful 
for a sympathetic imagination to contem- 
plate. 








The report received at Rome that Ras 
ALuLa, the most skillful of King JoHN’s 
Generals, has offered to betray his sovereign 
on condition that he himself shall be made 
King of Abyssinia must have been greeted 
with pleasure by those who fear the cost 
and perils of acampaign. The story would 
not be so unexpected if told of MENELEK of 
Shoa, who, thoughowing allegiance to King 
JouN, has repeatedly been hostile to him. 
He might now well be disposed to attack 
the Negus Negusti in flank and rear while 
the Italians menaced him in front. But Ras 
ALULA recently figured asthe chief supporter 
of the war policy, even when the King, 
seeing the powerful chiefs around him 
turbulent, and knowing the strength of 
European nations, was said to be somewhat 
inclined to negotiate. There is a possible 
clue to the alleged treachery of Ras ALULA 
in a recent dispatch from Massowah, which, 
noting the arrival of King JoHN with a 
body of troops at Aksum, added that two 
columns communded by his son were ap- 
proaching Asmara. This would bring the 
latter directly into the region occupied by 
Ras ALULA, and should it be intended to 
supersede the latter, or to restrict the free- 
dom of action which has hitherto enabled 
him to win his victories, his anger and 
defection would be easily accounted for. 





With both German and British explorers 
busy in the greatisland of Papua, impor- 
tant additions have been made within the 
last few years to the knowledge of its inte- 
rior. The two great rivers which Mr. 
BrvAN has recently explored to distances 
of 100 miles from their mouths are on the 
southern coast. Any immediate value they 
may have to commerce will no doubt be as 
highways for products of the _ inte- 
rior. An island close upon the equator, 
and with a large part of its coast 
region unhealthy, especially in the vast 
swampy regions, would hardly attract set- 
tlers; but the indications of gold recently 
discovered may draw adventurers where the 
fine and valuable timber and other prod- 
ucts would appealinvain. The recent return 
of Mr. BEVAN to Brisbane will soon be 
followed by the detailed account of his 
latest discoveries. It israther remarkable 
that an island of such extent, seen and visit- 
ed much more than three centuries ago, 
should still be to solarge a degree unex- 
plored. 





IS IT A CASE FOR ARBITRATION? 


Mr. JOSEPH CHAMBERLAIN has returned 
from his visit to Canada, and the joint com- 
mission for the settlement of the fisheries 
question will to-day resume its effort to find 
some basis of agreement. No definite in- 
formation has been made public as to the 
prospect for an understanding between the 
Commissioners, but when they separated a 
month ago it was generally understood that 
they wouldnot be able of themselves to 
propose a definite settlement. The Canadian 
Commissioner, Sir CHARLES TUPPER, ap- 
pears to have insisted upon including the 
general question of cominercial reciprocity 
in the negotiation. This is amatter entirely 
apart from the fishery dispute, and any 
effort to make it a part of the settlement 
would be likely to result in the failure of 
the whole case. It is probable that all 
effort of the kind will now be abandoned as 
hopeless. 

Germane to the purpose of the negotia- 
tion there seem to be two questions only— 
the definition of the three-mile limit and 
the rights of American fishermen in Cana- 
dian ports. In his proposal of settlement 
sent to the British Foreign Office through 
Minister PHELPS in November, 1886, Secre- 
tary BAYARD suggested that the bays and 
harbors which our vessels are forbidden 
to enter for fishing purposes. should 
be such as do not exceed ten miles in width 
at the entrance, and that the three-mile 
limit should in all cases begin where the 
width does not exceed that distance. The 
Canadian contention has never been made 
very specific on this point, but in a general 
way it has been claimed that the line 
should 2 drawn across the mouths of bays 
one league off shore from headland to head- 
land. The correspondence touching this 
point in the past has indicated no prospect 
of agreement, and there is no reason to sup- 
pose that the Commissioners have been 
able to reconcile the conflicting claims. 
The point does not of itself seem to us to 
be one of supreme importance, but it is 
very important that it should be settled 
one way or another. To leave it openis 
to invite conflict over a question of juris- 
diction that ought to be clearly settled. 

The issue as to the rights of American 
fishing vessels to enter Canadian ports has 
been very clearly made, and each side has 
for two years adhered firmly to its position. 
The Canadians rest their case on the letter 
of the treaty of 1818, which, after defining 
the fishing privileges, adds: ‘ Provided, 
however, that the American fishermen shall 
be permitted to enter such bays and harbors 
[those in which they are not permitted to 
fish] (1) for the purpose of shelter and (2) of 
repairing damages therein; of (3), purchas- 
ing wood and (4) obtaining water, and for 
no other purpose whatever. But they shall 
he under such restrictions as may be neces- 
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sary to prevent their taking, drying, or cur- 
ing fish therein, or in any other man- 
ner whatever abusing the privileges 
hereby reserved to them.” This. 
the Canadians maintain, justifies them 
in preventing our fishing vessels frori en- 
tering their harbors for any commercial 
purpose, as of obtaining bait and supplies or 
sending cargoes home by ra.l. Our con- 
tention has been that measures of exclusion 
should be limited to preventing the taking, 
drying, or curing of fish, which was the ob- 
ject of the restrictive provisions of the 
treaty, and that commercial privileges de- 
rived from other sources should remain in- 
tact. Mr. BAYARD’s proposal for settlement 
secured for our fishing vessels in established 
portsof entry ‘‘ the same commercial privi- 
leges ” as other vessels of the United States 
enjoy, to ‘‘ be exercised subject to the same 
rules and regulations and the payment of 
the same port charges as are prescribed for 
other vessels of the United States.” 

These are the two questions to be settled, 
and it is of great importance that they 
should be settled. The British Government 
has virtually upheld the Dominion author- 
ities in their position, but has never come 
to the point of clearly declaring its own. 
If the commission cannot come to an agrec- 
ment on these questions, shall they be 
settled by arbitration? They seem to us to 
present a case eminently proper for that 
form of settlement. There are no new prin- 
viples to be laid down, no new rights or 
privileges to be accorded, but a simple de- 
termination of a dispute regarding existing 
rights and privileges. A competent and 
disinterested tribunal could certainly be 
trusted to ascertain what those rights and 
privileges actually are, and there is no 
sound reason why both parties should not 
agree to abide by its decision. 








THE COAL STRIKE. 
Unhappily the Reading coal strike seems 
tc be going the way of all the strikes of 
which the Knights of Labor get control. It 
began in resistance to a reduction of wages, 
which may have been impolitic, but was 
perfectly legitimate. 





The company accuses 
the strikers of bad faith because, according 
tothe agreement made in September, the 
men were to goon at reduced wages after 
Jan. 1, provided the Lehigh Company 
should at that time be paying no more. 
This accusation is shown to be little better 
than a quibble by the very men who bring 
it when they point out that by working 
even one day of the new year under the old 
agreement the miners would have fulfilled 
its terms. The public will not be disposed to 
condemn the men, who undispnutedly kept 
the agreement during the period it distinctly 
covered, for not availing themselves of a 
quibble. What itis more likely to blame 
them for is for setting to work to make their 
strike the means of annoyance and distress 
to as many people as possible who have no 
concern with it and no responsibility for it. 
This they have done by bullying the indi- 
vidual owners of the collieries, where 
work has been going on at a continu- 
ance of the advanced wages. The miners 
here are satisfied, and have no grievance 
against anybody, certainly not against their 
own employers, who have met their wishes. 
Yet in some instances they have quit work 
to the damage of these employers upon the 
ground that they could not consent to mine 
coal which was to be subsequently polluted 
by the handling of men employed by the 
railroad who were not Knights. In others 
they have had the grace to be so far 
ashamed of their own action as to put for- 
ward the boys, whose labor is necessary 
to their own and to the working of 
the mine, as the ostensible strikers, whose 
helpless victims they make a pretense of 
being. The pretense will deceive nobody, 
and is rather more sneaking than an open 
strike would be. In any case a man who 
will quarrel with his bread and butter at 
anybody’s dictation because somebody 
who is neither his employer nor under the 
influence of his employer does not conduct 
his business to meet the man’s views is such 
a fool thatif he were alone concerned, and 
not his unfortunate dependents, he would be 
justly punished by losing permanently the 
situation he thus abandons, 

The individual owners who have granted 
the advance are more to be pitied than the 
strikers or the Reading Company. They are 
between two fires. For the company, it 
seems, is as savage and brutal in its selfish- 
ness as the miners themselves, and imitates 
their methods without their excuse of igno- 
rance. It is reported at least that it has 
adopted the boycott in order to coerce into 
refusing the advance of wages the in- 
dividual owners, against whom _ the 
miners have struck in spite of their 
granting it. A dispatch says that the owner 
of the New Lincoln Colliery in explaining 
to his workmen why he could not continue 
the advance ‘said that the railroad com- 
pany had notified him that if he did so 


they would not send him any cars.” 
Nothing meaner and more disreputa- 
ble than this has been told of 


the humblest loafer who ever filled the 
place of a Walking Delegate or an Execu- 
tive Committeeman. For the concern which 
thus endeavors to prevent its customers 
from managing their own business te suit 
themselves has just been resisting a strike 
upon the perfectly just ground that it 
was legally and morally bound to 
do business with whoever offered it 
business. Now, if this report be correct, it 
refuses to do business with those of its cus- 
tomers whose views about the rate of 
miners’ wages do not accord with its own. 
With what face can men who are guilty of 
such things denounce the ‘‘tyranny” of 
the Knights of Labor or the use by 
strikers of the boycott, which they are 
perfectly willing to use in their own in- 
terest. It is to be hoped that the owner 
of the New Lincoln Colliery will bring 
these malefactors into court and make them 
pay smart money for the injury they have 
done his business by their refusal to per- 
form their duties as common carriers, 
There is absolutely nothing to choose be- 
tween the methods of the company—if this 
be one of them—and the methods of the 
Knights of Labor. Itis exasperating that 
the price of one of the prime necessaries of 
life should be at the mercy of two gangs of 
unscrupulous combatants of which the 
more blameworthy is that whose members 
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It would be very beneficial if the 





ONE GF THE WOOL TAXES. 
The high tariff champions who are striv- 


ing to keep the farmers’ votes by telling them 
that a duty which takes five dollars out of 
the wool grower’s pocket for every dollar 
which it puts intoitis a good thing seem 
to have nothing to say about the duty on 
carpet wools—one of those “irregularities 
of 
Party in 1884 promised to correct. We do 
not point out this duty because the wool 
schedule needs revision in no other part, but 
because the effect of it exhibits so clearly 
certain defects that can easily be removed 
and whose presence the thiok-and-thin pro- 
tectionists and partisan economists ignore. 


the tariff” which the Republican 


The carpet manufacturers of this country 


imported last year more than 80,000,000 
pounds of coarse wool, out of which they 
made carpets. They paid on this wool a duty 
ranging from 24.98 to 27.69 per cent. of its 
vaiue. Thisduty swelled the surplus revenue 
by $2,530,000. If the wool could have been 
found in the United States, the protection- 
ist might say that the duty was not excess- 
ive and was required for the protection of 
the domestic wool grower. 


But if cannot 


be found in this country. It is not produced 
here except in very small quantities. 
duty is wholly for revenue. 
is not needed, and the removal of the tax 
would help the manufacturers, the work- 
men whom they employ, the people who 
buy home-made carpets, and the Nation’s 
export trade. 


The 
The revenue 


We recently quoted the statements of a 


carpetmaker whose company employs 1,800 
persons and uses 7,000,000 pounds of wool 
every year. 


The 
per cent. of the 


We turn to them again. 
imports 95 


7,000,000 pounds because it cannot buy 
the wool at home. 


What effect does the 


payment of this duty have? It benefits no 
one except the carpetmakers of Europe. It 
makes the price of home-made carpets to 
American consumers higher than it would 
be if the absurd duty were not imposed. 
Any one can see that. 


It not only injures 


workingmen generally in that way, but 


it also reduces the wages of those whom 


the carpetmakers employ by shortening 
their working time. ‘‘Overproduction,” said 
the manufacturer already referred to, ** has 
compelled us to shorten working time to 


five days a week.” Butif the manufactur- 


ers could sell their carpets abroad, in South 
America and Canada for example, there 
would be no overproduction. 


The home 
market would be supplied and the surplus 


would be sold abroad. Emp'loyés in the 


carpet factories would be working on full 
time. If the manufacturers were not re- 


quired to pay this unnecessary duty they 


could sell their goods abroad. The tax, 


which raises by one-quarter the cost of 
their wool, their raw material, is sufficient 
to enable European manufacturers to un- 
dersell them in foreign countries, 
year there were exported from the United 


Last 


States only 7,716 yards of carpet. We 


ought to supply Canada and the countries 
south of us. ; 


The foreign carpet makers rejoice to see 


this duty retained; but when it is pointed 


out here that the retention of it injures 


every one at home—manufacturer, work- 


man, consumer—protectionists of a certain 


class cry out ‘‘ British free trade.” All pro- 
tectionists are not so dishonest. The Re- 
publican Party’s promise to ‘correct the 
irregularities’ was made to satisfy those 
who stand by the protective theory and 
still admit that the tarifffabric is not per- 
fect wit sacred, The dishonesty of those 
who would make the simple believe 
that this tax on wool that is not produced 
here (and not the duty of nearly 50 per 
cent. on finished carpets) is a protective 
duty for the industry of carpet making is 
so open and shameless that it scarcely needs 
exposure. 

Now, why is it that the protectionist 
leaders will not concede that this duty 
should be removed? Why should it be re- 
tained? Is not the present a good time to 
take it off? 

_—————————————— 
SENATOR DOLPH’S BILIS. 

Should the coast defense measures intro- 
duced into the Senate by Mr. DoLpH of 
Oregon become laws Congress need give it- 
self no further anxiety as to how to dispose 
of the existing surplus. One of these bills 
proposes to order 10,000 gross tons of do- 
mestic steel, suitable for armor and ord- 
nance, to erect a gun factory at Frankford, 
near Philadelphia, and to construct certain 
fortifications—the total appropriations for 
these purposes being $13,000,000. This, 
however, is only a “‘starter.” Another bill 
of the same Senator appropriates for these 
and similar purposes the sum of $126,377,- 
800, of which $21,500,000 is to be avail- 
able during the next fiscal year, $9,000,000 
during each of eleven subsequent years, 
and $5,877,800 during the twelfth year. 

It would be extraordinary if Congress, 
after failing to vote one dollar for fortiti- 
cations during either the last session or the 
session before, should now expend on them 
more than $126,000,000. There is, of 
course, a reason for Mr. DoLpn’s selection 
of this particular sum, it being, in fact, the 
one mentioned in the report of the Fortifi- 
cations Board as necessary for defending 
the entire sea coast and lake frontier. It 
includes $31,863,000 for masonry and 
earthwork, $20,300,000 for armor, $3,320,- 
000 for structural metal, $28,554,000 for 
guns and mortars, $9,411,800 for gun car- 
riages, $18,875,000 for floating batteries, 
$4,334,000 for submarine mines, $9,720,- 
000 for torpedo boats. 

But while the Fortifications Board was 
composed of experts, who gave abundant 
statistics to sustain their estimates of the 
aggregate expense they contemplated, some 

things are to be determined before entering 
upon this expenditure. Secretary Writ- 
NEY, in his late annual report, declares him- 
self opposed to constructing torpedo boats 
on apy plans existing in any country, ex- 
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know how to read and write and wear good 
clothes. 
Reading Company and the Knights of Labor 
would each employ a lawyer and a clergy- 
man in good standing and take their advice 
upon the methods of conducting strikes. 
The Reading Company is probably supplied 
already with legal counsel, but it is quite 


as badly in need of a spiritual adviser as 
are the Knights. 


o£ 


cepting the one boat authorized by a vote 
of the last Congress, with perhaps an ad- 
ditional one of the same type. His reason 
is that no existing torpedo boat having 
adequate speed is capable of resisting ma- 
chine-gun fire. The aggregate cost of the 
two beats he is willing to construct would 
be less than $180,000; yet the Fortifica- 
tions Board and Senator Doupn’s bill pro- 
pose to appropriate at once nearly $10,000,- 
000 for torpedo boats alone.’ Again, there 
isan item of nearly $19,000,000 for float- 
ing batteries; but a recent Naval Board, 
which has been considering the expenditure 
of only $2,000,000 voted for this purpose, 
finds difficulty in reaching the best way of 
laying it out. The question of the best kind 
of armor for forts is still not free from 
doubt, and there is a proposed expenditure 
of $20,000,000 for armor in Mr. Do.pn’s 
bill. Even the manufacture of domestic 
steel for guns of the largest calibre and for 
the heaviest armor has not passed wholly 
beyond the stage of experiment. 

Deliberation and good judgment, in short, 
must mark expenditures for coast defense 
like all others. The first necessity is to pro- 
vide what is most urgently needed, and 
next what all will agree to be beyond dis- 
pute. This was the great mistake of the 
Forty-ninth Congress. One bill was intro- 
duced into that body proposing to lay outa 
round sum of $100,000,000 on forts, guns, 
and ships, to be expended by thirty-seven 
persons whose appointment was provided 
for; two other bills appropriating $21,000,- 
000 for armor and guns were actually passed 
by the Senate, yet the total result was that 
not one cent was voted by Congress even 
for preventing existing works and arma- 
ments from going to ruin. Inthe current 
report of Gen. DuaNr, Chief of Engineers, 
all thatis asked foris $5,234,000. But every 
portion of it is for something whose neces- 
sity and practicability are beyond dispute. 
The estimate includes $2,840,000 for gun 
and mortar batteries, which will give great- 
ly increased protection in a very short time 
to New-York, San Francisco, Boston, Hamp- 
ton Roads, New-Orleans, Philadelphia, 
Washington, Baltimore, Portland, and Nar- 
ragansett Bay. A Board of Engineers points 
out that no armor is now or ever will be re- 
auired for such defenses, and the fortifica- 
tions are of earth and sand, covering the 
masonry, magazines, and bomb proofs. 
These works could be begun within ten 
days after an appropriation by Congress, 
and without a question as to their value. 
Gen. DUANE’s estimate also allows not less 
than $1,860,000 for submarine mines and a 
proper amount for experiments with tor- 
pedoes and with the disappearing carriages 
so fully tested in England. 

If Congress will only first make sure of 
what the existing defenses actually need it 
can then go on more confidently and in- 
telligently to the discussion of the broader 
plans for the future involved in Senator 
DoLrn’s bills. 





FROWNS AND SMILES. 


Ts it not time to form a ‘‘ No Trust Trust ?” 
—San Francisco Alta. 





Why call a man a crank, when no one can 
turn him?!—San Francisco Alta, 


We have not heard the “last of the Mo- 
hican.” Sheis off the rocks.—Philadelphia In- 
quirer. 





King Dave Kalakaua of Hawaii seems to 
be a kina of little tin Ben Butler. He has all 


Ben’s brass without any of his brains.—St. Louis 
Republican. 


The brain of an elephant is somewhat 
larger than that ofa man, but the trunk of an 


elephant is considerably smaller than that of a 
woman,—Christian at Work. 


“What is the most religious portion of 
the body,” asked Mandie the other day. And no 


one guessing the answer she told it: ‘* The head, 
because it is between two temples.”—Jewish 
Messenger. 


Wife—John, do you know that this is the 
anniversary of my weddingday? Husband— 


Why, no it isn’t. We were married in March, 
Wife—I am speaking of my first husband, John. 
—The Epoch. 


Mr. Cox; in two long paragraphs, tells 
what Mr. Henry W. Hilliard expressed in one 


sentence: ** Any man who has tasted the sweets 
of public office rarely lets go of his own accord.” 
—Balltimore American, 





Physician (to patient)—Your case is a very 
serious one, Sir, and I think a consultation had 


better he held. Patient (toosick to care for any- 
thing)—Very well, doctor; have as many accom- 
plices as you like.—Zhe Epoch. 





“Mamma, are stars the windows of the 
angels?’ asked ethereal Florence. ‘ Yes, my 


child,” said her mother quickly. “ Well, then, 
what prevents the angels falling ont?’ There 
Was no answer.—Jewish Messenger. 





Judge Waterman says doctors may adver- 
tise their business. Before this decision was 


given, however, many doctorsin this State had 
been shamelessly advertising themselves by cur- 
ing their patients.— Chicago News. 


The Postmaster at St. Louis refuses to 
mail mince pie. Here is a man whv has the 
health of the country at heart. Establishing a 
quarantine against mince pie is an idea as 


healthtul as it is novel.—Pilisburg Commercial 
Gazette. 





There are signs that the latest craze for 
dwelling houses will lead to gloomy results. A 
citizen of Brunswick proposes to paint his house 


black and ornament the roof with representa- 
tions of coflins painted white. — Brunswick 
(Ga.) Breeze. 


The intelligent compositor sometimes gets 
there unconsciously. In a local contemporary’s 
published list of Congressional “ommittees yes- 


terday, oneof them was styled the * Pirate” 
Land Claims, when “ Private’ was the official 
word.—Philadelphia Ledyer. 





A marine animal about the size of a large 
‘dog attacked Mr. Angus McIntyre on the shore 
at Tignish, Prince Edward Island, a few nights 


ago. His cries for help brought the lighthouse 
keeper to the rescue ahd the animal took to the 
water again.—Yoronto Globe. ™ 


In addressing the Assembly the new 
Speaker, Mr. Cole, said: ‘*We need wisdom, and 
atthe same time we require courage.” What 


our lawmakers need more than anything else is 
simple honesty. Next to this a moderate amount 
of common sense would be highly desirabvle.— 
Buffalo Courier. 








Speaking with a young lady, a gentleman 
mentioned that he had failed to keep abreast of 
the scientific advance of the age. ‘For in- 


stance,” he said, “1 don’t Know at all how the 
incandescent electric light which is now used in 
some buildings and in railway cars is procured.” 
* Oh, it’s very simple,” said the lady. ‘You just 
turn a little button over the lamp and the light 
appears at once.”’—Zoronte Globe. 


“ Ticket,” said the conductor, holding out 
his hand. ‘“ Hain’t got none,” said the tramp. 
“How far are you going?” “To Chicago.” 


“Sixty cents,” said the conductor, still holding 
out his hand. ‘ Hain’t got no 60 cents.” ‘Then 
T shall put you off," and the conductor reached 
for the bell cord. ‘** Hold on, conductor; don't 
you believe in old adages?” “What have old 
adages to do with it?’ ‘* Why, don’t one of them 
say you should never put off till to-morrow—” 
‘But at this interesting juncture the tramp's 
coat collar began to hurry toward the door, and 
the tramp went with it.—Chicago Times, 


—= ——— 


OIVIL SERVICE REFORM, 


WORK OF THE LEAGUE IN 
SETTS. 


Boston, Jan. 6.—The Massachusetts Civil 
Service Reform League will publish to-morrow 
a circular to the pitblic, showing the practical 
working of the civil service laws as applied by 
the present commission. Init they say: ‘ Under 
the reformed civil service sons of poor men 
withont social or political influence have an 
equal opportunity with the rich and prominent 
of getting appointments,depending solely on their 


own character and ability. It nas been objected 
that boys fresh from school and coliege could 
pass the best e@aminations and get all the 
| pp 9 With nearly threa years’ experience in 

assachusetts it has been found that the av- 
erage age of those who have passed is not that 
of theschoolboy, but of persons with practical 
experience. For the clerical service it is over 
30 years, and for prison service 36 years, while 
pik oe cent have had only a common school edu- 
cation. \ 

“The explanation of this surprising fact is 
that the questions’asked are not such as school 
books alone, without practical experience, will 
enable one toanswer. Various rumors have been 
circulated as to absurd questions asked by the 
commission. Every one of these ruimors that 
has come to our ears has been followed up and 
found to be baseless. Again, no little misunder- 
standing has been caused by failing to notice 
that the kinds of questions are wholiy different 
for different positions. There is not one set, 
or 6ven two or thres sets of examination papers 
only, but as many different kinds as there are 
sorts of employment. Of the applicant for 
labor no educational examination, not even 
writing one’s own name, is reauired. The Com- 
missioners have succeeded admirably with three 
years’ experience in adapting the question of 
the kind of work required, and this has been ac- 
complished largely by asking the heads of de- 
partments what kind of work and qualitications 
are needed. And it should not be forgotten that 
an important part of the system is that six 
months of probationary employment in the 
duties of the office are required before final ap- 
pointment. 

Different weight is given to the same subjects 
in examinations for different positions. A care. 
ful system has been adopted for ascertaining the 
character and experience of all applicants. This 
is made apart of the commission’s written 
record, and therefore is much more reliable 
than the usual verbal or private recommenda- 
tions, and new rules have lately been adopted 
for obtaining further knowledge of char- 
acter. It has sometimes been suggested 
that any one who has passed the ex- 
amination -might be appointed without 
regard to relative standing, instead of 
selecting from the three highest. Bearing in 
mind that the great object of the reform is the 
abolition of the patronage or spoils system by 
means of some fair method of selection, it be- 
comes clear that allowing appointments to be 
made from any of the large number 
ot those who passed the minimum would 
not accomplish the desired result. Such 
a system called ‘ pass examinations’ 
has been@ully tried in the United States, Eng- 
land, and Canada, butdid nos cure the evil. 
The practical result was that a worker of the 
politiaal boss was sent to be examined. If he 
passed, he gotthe office. If he failed, pressure 
was brought to bear to make his examination 
easier, while few others cared to apply for ex- 
amination, as they could never get appointed. 

“Influence was still the key of official! appoint- 
ment and political work was the surest way to 
get and hold that influenee. In fact, except for 
shutting out the utteriy incompetent, the 
**spoils” system continued in full force. In 
Massachusetts a ehoice is allowed among the 
highest three. Some such limitation is neces- 
sary, even if those who stand at the head of the 
list are not a whit better qualified to perform the 
duties of the positions sought than those with 
lower marks. Further than that, it is not true 
that those lower down are as well qualified, as a 
rule, for performing the duties as those higher 
on the list, and the difference, we venture to sug- 
gest. is greater than even the friends of reform 
usually suppose. 

‘* Tt has been suggested that the reform takes 
away theinterest in politica, Where the re- 
form has been tried it has, to be sure, diminished 
the great struggle for appointments, but by less- 
ening the power of political rings 1t has given to 
the great mass of citizens more weight in the 
selection of their representatives, and has great- 
ly increased the geueral interest in the political 
questions of the day. As to the  pres- 
ent condition of the veteran question in 
Massachusetts, it may be  0Obriefly said 
thatallthe former privileges and preferences 
still remain in full force, while, in addition, the 
appointing officer may select any veteran, no 
matter where he stands after examinatien, or 
even if he has not been examined at all, pro- 
vided, only, he has been ascertained by the com- 
mission t be in reality an honorably discharged 
veteran and to have the same good moral char- 
acter that the law requires of all applicants for 
appointment.” 


ee ene 
STATE INSURANOE LAW. 

PHILADELPHIA, Jan. 6.—In the case of 
List against the Commonwealth, brought up 
from the Quarter Sessions of Allegheny County, 
the Supreme Court, in an opinion just delivered 
by Judge Clark, has affirmed the constitutional- 
“ity of the provision in the act of 1873 estab- 
lishing the State Insurance Department, which 
forbids any person acting as agent or solicitor 
in this State of any foreign insurance company 


until such company shall have complied with 
all the provisions of the act and been granted a 
certificate of authority to do business in 
the State. List is a Pittsburg insurance 
agent who was cenvicted of a _ viola- 
tiou of this act. It was contended in his 
defense that this ab be cer was opposed to the 
declarations in the Constitution of tne United 
States that “* the citizens of each State shall be 
entitled to all the privileges and immunities of 
citizens in the several States,” and that the 
power ‘to regulate commerce among the 
several States” shall be vested in Congress. The 
Supreme Court holds that corporations are not 
citizens within the meaning of the first of these 
clauses. ‘“‘They are ereatures of local law,” 
says Judge Clark, ** and have not even an abso- 
lute right of recognition im other States, but 
depend for that and for the enforcement of their 
contracts upon the assent of those States, which 
may be given on such terms as they please. The 
‘privileges and immunities’ secured by this 
clause are those which are common to the 
citizens in the several States under their Con- 
stitutions and by-laws, by virtue of their being 
cltizens. Special privileges enjoyed by citizens 
in their own State are not created by it in other 
States.” The court also holds that the issuing 
of a policy of insurance is not a transaction of 
commerce within the meaning of the letter of 
the two constitutional provisions, even though 
the parties be domiciled in different States, but 
isasimple contract of indemnity against loss. 
The judgment against List is therefore affirmed. 
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THE CHICAGO PRINTERS’ STRIKE. 
CuHicaGco, Jan. 6.—A joint committee 
from the Typethetz and the men inthe employ 
of the members have been for weeks trying to 
prepare a new scale of prices which should be 
acceptable to both employer and workmen. A 
scale has been finally decided upon and submit- 


ted to the parties interested for confirmation. 
The weekly scale has been fixed at from $15 to 
$21, according to the value of the recipient. 
Changes in measurement will reduce the pay 
somewhat. Type measurement as fixed by the 
new scale will be made upon the galley, so that 
the compositor will not get the advantage of 
blank pages as heretofore. The scale per 1,000 
has been reduced from 40 cents to 35 cents, 
Most of the men, however, will be hired by the 
week. Overtime work will be paid for at a price 
and a third instead of at the old rate of price and 
a half. The hours are fixed at 10 per day except 
on Saturday, when 9 hours shall constitute a 
day’s work. If the acale be adopted, as it prob- 
ably will be, there can remain no doubt that the 
employers have reaped the benefit of the strike. 
ene 


THEY DON’T WANT THE BADGE. 
CoHoEs, N. Y., Jan. 6.—The boycott on 
knit goods not bearing the Knight of Labor 
label recently promulgated from Philadelphia 
will not affect the trade in this city nor any- 
where else in this State. Ourmanufacturers are 


a unit in refusing to have anything to do with 
the label. A manufacturer in this city when 
asked the question ‘Why do you not favor the 
label?” replied: ‘“* Not only because we have a 


horror of the label as the symbol of bondage, | 


but for the reason that it would, and will when- 
ever itis used, be the distinguishing mark of an 
inferior article, and instead of finding a favorite 
place in the market will be shunned by con- 
sumers. Itis all nonsense to suppose that the 
best workin our mills is done by Knights of 
Labor. The fact is, our most skilled help have 
never owed allegiance to the order but for a 
short time. We shall continue to make and sell 
our goods solely on their merits.” 

Eis RR ESI 


JEWISH GIRLS IN A CONVENT. 
From the Jewish Messenger, Jan. 6. 


There is a convent not very far from the 
heart of New-York City which has always had a 
select Jewish patronage, the young ladies pay- 


ing each $1,000 yearly for board and tuition. 
The good Sisters not only keep their own holi- 
days, but see to it that their Jewish pupils ob- 
serve the Jewish festivals. ‘‘You need not at- 
tend recitations to-morrow,” said Sister Agatha 
once to her Jewish students. ‘“ [tis one of your 
holidays.” The girls were amazed. The only 
holiday their parents kept was Yom Kippur, 
and now, after severe reflection, they realized 
that they were requested to observe Purim! 
ee 


DICKINSON COLLEGE GYMNASIUM. 
CARLISLE, Penn., Jan. 6.—The gymnasium of 
Dickinson College was opened this evening with an- 
propriate ceremonies. The equipment of the build- 


ing, including baths and offices, is the gift of Mr. 
.C. Allison, the Philadeiphia car builder. The 
total cost was about $4,000, The building is a model 
‘one. The ceremony inciuded a gymnastic exhibi- 
tion by the students. The company afterward went 
to the City Armory, where covers had been laid tor 
200 guests. The evening was devoted to eating, 
music, and toastss 











committee 
Finally, on motion of G. H. Newall of the Citi- 
zens’ Committee, the Law Committee was au- 
thorized to confer with Col. Parker of the Bell 
Company and draw up an agreement based on 
the foregoing concessiuns. 
ted and acted upon by u meeting of the Citizens’ 
Committee to be held within a week, and will in 
all probability be accepted. The citizens are 
jubilant over their victory in this long contest, 
for so it is everywhere regarded, and many of 
them have already renewed their subscriptions 
for instruments, conditional upon the adoption 
of the report. 















FOUNDER OF THE 


as follows: 
ing account of the Rev. 
Angeles minister, which appears in your issue 
to day that he had been for 20 years in the West, 
and that it had taken him so long to make his 
fortune of $1,500,000. The surprising fact is 
that this sum has been made within the last 
eight or ten years, auG originated in some very 


humble but lucky investments. 
1884 Dr, Fay was well known to me as the min 
ister of the Upper Chapel, 
field, England. 


lived with his wise in a very modest way. 
Toinistry was very successful. 






years’ 
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A VICTORY FOR THE CITIZENS, 





THE BELL TELEPHONE COMPANY OFFER 


CONCESSIONS. ; 
RoOcHESTER, N. Y., Jan. 6.—The citizens of 


Rochester, almost with one accord, hung up 
their telephones a year ago the 27th’ of last No- 
vewber and resolved to go without that modern 
convenience unless the Bell Telephone Company 
would listen to reason in the matter of charges. 
Shortly before this novel “strike” the Bell Com- 
pany had issued a circular stating that it was 
unwilling longer to carryon business on the 
plan thenin vogue of charging subscribers so 
much per instrument, and would, with the be- 
ginning of the new year, or as fast as their cou- 
tracts with subscribers ran out, begin charging 
a toll of so much permessage. Thecitizens were 
united and determined, and since Nov. 27, 1886, 
the sound of the telephone bell has been a rarity 
in this city and the girlsin the Bell Exchange 
have had a very easy time of it. The agitation 


was kept up for months, and several new 
companies were organized, but comparatively 
few people subscribed to any of them, and Roch- 
ester has been to all intents and purposes the 
city without telephones. 
pany has been making overtures for peace, and 
the people’s committee has shown a sincere de- 
sire to meet the company on any basis except 
that of the toll system or payment by messages, 
which has been resisted by all classes of citizens 
from the start. 
been in this city for severa) days past and have 
held several meetings with the officers of the 
Citizens’ Association. 
ing proposals were made this afternoon to a sub- 
committee of the citizens by the Bell Company: 


Lately the Bell Com- 


The Bell representatives have 
As the result the follow- 


The company agrees to furnish subscribers 


single instruments at the rate per yearof $64 
for business houses, $54 for professional sub- 
scribers, and $45 for private residences. 
instruments are taken by the same subscribers 
the rates are $57, $46, and $40 per instrument 
for business houses, professionals, and resi- 
dencesa respectively. 
to appoint three Directors, a majority of the 
board, who shall meet the approval of the eifi- 
zens’ organization; to give the “ity the free use 
of its poles while the poles are standing, or, 
when the poles are removed, to provide ducts to 
carry 100 wires under ground; to remove threes 
miles of its poles and put the wires under 
ground, as the Common 
presumably a mile a year for three years; to as- 
sume ail liability for damages resulting from the 
wires and other apparatus, and to be allowed tea 
increase the rates on instruments 
year during the three years the company is 
burying its wires. 


If two 


The company also agrees 


Council may direct, 


50 cents a 


This report was received by the citizens’ sub- 
and provoked a long discussion. 


This will be submit- 


——— 


NEW WOMAN’S COL 
LEGE. 

From the Springfield Republican, Jan. 5. 
The Rey. Mr. Cuckson of this city writes 
“It would seem from the interest- 
Dr. Eli Fay, the Los 


Previous to 


(Unitarian.) Siet- 
He was in receipt of a salary 
amounting to about $2,500 per annum, -~ 

is 
Heis an able 
and eloquent preacher, and during his seven 
ministry in England he rendered his 
church great service, and won the respect of all 
who knew him. I never heard that he had any 
reputation for eccentricity. On the contrary, 
he was consideredia singularly sane and elear- 
headed man, and had the reputation of possess- 
ing shrewd business talent and capacity. Heis 
devoted to his profession, and still ministers to 
a congregation in Los Angeles. His only reason 
for leaving England was the continued poor 
health of his wife, who is a delicate woman. 
His congregation at Sheffield parted with him 
regretfully, and to show their faith in American 
Pastors re-elected another ‘foreigner’ to suc- 
ceed him.” 


EA SESS Sa enon Fee 
KALAKAUA’S TROUBLES. 

San FRANCISCO, Jan. 6.—A private lettet 
received hers from Honolulu, dated Dec. 24, 
says: “The Cabinet have made a demand that 
Judge Jonathan Austin, of Honolulu, an Amert- 
can, Shali be offered the place of Godfrey Brown, 
recently resigned from the Cabinet. The Cab- 
inet have aiso demanded the appointment of 
Sanford Dola, a prominent lawyer born here of 
American parents, to fill the vacancy caused by 


the death of Judge Fornader of the Supreme 
Court. At last advices the King bad decided to 
accede to the Cabinet’s demands, knowing that 
the Reform League would otherwise place Mrs. 
Domiuus, the King’s sister, on the throne. Kal- 
akaua has been advised by English and Amert- 
can Ministers to comply with the demands of 
his Cabinet, with assurances that they would 
not interfere in his behalf with the designs of 
the Reform League. The removal of Kalaukna, 
the Marshal, is also insisted upon, and he will 
be replaced by a white man named Sopr. The 
Reform League has the support of ninety-nine 
out of a hundred foreigners, and the indorsement 
of all the best native element.” 


cs ala hag aa 
A OLERGYMAN’S PASS. 
From the York (Penn.) Dispatch, Jan. 4. 

We acknowledge the receipt from the 
Rev. J. H. Menges, Pastor of Grace Lutheran 
Church, Philadelphia, formerly of York, of a 
pass to his church for self and friends. It isa 


neatly-printed card witha train of cars, over 
and beside which a Scripture text, followed by 
the words: é 


Pass —— —— and friends to Grace Lutheran 
Church, Thirty-fifth andjSpring Garden streets, Phil- 
adelphia. Unless otherwise ordered, Sapbath serv- 
ices 10:30 A. M. and 7:30 P. M. ’ 

J. H. MENGES, Pastor. 

On the reverse is the following: 

PHILADELPHIA, Jan, 1, 1888. 

DEAR FRIEND: Having treated your former priv: 
ilegeson the line to Grace Church with such re- 
markable consideration, in not taking a single trip 
more than absolutely necessary, and thus avoiding 
making yourseif conspicuous and obnoxious to my 
stockholders and traveling public. allow me to 
present rou a perpetua) pass, With the compliments 
of the season. Always yours, J. H. MENGES. 

Friend Menges has our thanks for his remem- 
brance. We judge he must have consulted the 
Inter-State Commerce Commission before issu- 
ing his passes,and we shall have no fears in 
using ours when we happen in the city over 
Sunday, 


wr mr 


A CANADIAN PATRIOT’S LARGE FAMILY. 
From the Montreal Witness, Jan. 3. : 

Mr. Joseph Dorion, one of the oldest resi- 
dents of the County of Two Mountains, whose 
death at St. Augustin was recently mentioned, 
at the advanced age of 82 years, leaves a widow 
aged 81 years and 16 children, 101 grandchil- 
dren, and 83 great-grandchildren, making in all 
a family of 200 persons. He had Deen mar- 
ried 64 years. During the rebellion of 
1837-8 Mr. Dorion was arrested and brought be- 
fore Seigneur Globensky and Col. Duguy, acting 
as court-martial. When charged with being a 
rebel patriot, he replied, “I am a patriot, but not 
a rebel.” ‘What, then, do you mean by 
patriot?” was agaia asked. “By patriot,” an- 
swered Mr. Dorion, ‘‘I mean a man who loves 
his God, his country, and his King.” Upon this 
assertion he was liberated. At the funeral, at 
St. Augustin, all the deceased’s children were 


present. 
ee es 





GOVERNORS OF MASSACHUSETTS. 
From the Boston Traveller, Jan. 5. 


In the group of prominent gentlemen 
present to witness the inauguration of Gov. 
Ames to-day was the Hon. George 8. Bout- 
well. His presence was somewhat notable 
from the fact that it was the first time 
Mr. Boutwell had been present at the in- 
auguration of a Governor since Gen. Banks 
took the Gubernatorial oatb in 1858. Mr. Bout- 
well, in point of service, is the oldest surviving 
ex-Governor of this State, having been inaugu- 
rated in 1851, when he was only 33 years oli— 
the youngest Governor Massachusetts has ever 
had. The other surviving ex-Governors are the 
Hon. Henry J. Garduer, the Hon. Nathaniel P. 
Banks, the Hon, William Claflin, the Hon. Will- 
iam Gaston, the Hon. Alexander H. Rice, Gen. 
Benjamin F. Butler, the Hon. John D. Long, and 
the Hon, George D. Robinson. 

Tr 


TO RESCUE THE CREW. 
Boston, Jan. 6.—The United States revs 
enue cutter Gallatin left here to-day to go to 
the relief of the sbipwrecked crew of the 
steamer Newcastle City, reported about a week 


ago at the South Shoal Lightship, about 30 miles 
outside ef Nantucket. Hoavy weather has ren- 
dered earlier relief impossible. There is no 
‘other lightship in the world so far out at sea as 
thaton the South Shoal, and any attempt to 
reach itin bad weather is fraught with great 
peril, The lighfship was amply provisioned, 
and the men have probably been well cared for, 
The Gallatin wi)! probably reach there to-night, 
and as no definite news has been received of the 
loss of the Newcastle City the arrival of the 
crew is awaited with much anxietye 
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FOUNDING A REFORM CLUB 


EVERY PROMISE 
WILL BE SUCCESSHUL. 
EARNEST MEN FAVORING ECONOMIC 
CHANGES HASTENING TO JOIN—ITS 

PURPOSES AND ITS ADVANTAGES. 


A gentleman whe has been prominently 
fdentified with the work of organizing the new 
Reform Club said yesterday that he was very 
much gratitied at the progress already made, 
and that there was now every indication that 
the club eventually would be one of the largest, 
numerically, as well as one of the most influen- 
tial organizations of the kind, in the United 
States. Although scarcely a month has elapsed 
since circulars relating to the new _  or- 
ganization were sent te gentlemen who 
Were known to be interested in the 
Bubject of economic reforms, over 300 members 
have already been enrolled, and additional 
names are being added to the list every day. 
There seems to have been an impression in cer- 
tain quarters that the new club was intended to 
be a substitute for the New-York Free Trade 
Club, and that the latter organization was to be 
merged into the new one. This is not the case, 
nor is the new club intended to be devoted solely 
to agitation of tariffreform. Ite scopeis much 
wider and is intended to embrace economic re- 
forms generally. Invitations to join the Reform 


Club have been sent to members of the Civil 
Service Reform Club, the Commonwealth Ciub, 
the City Reform Club, and of the New-York Free 
Trade Club, and it is believed that very many of 
these invitations will be accepted. The New- 
York Free Trade Club will retain its name and 
will maintain its present organization. 

The work of organizing the new clubis being 
oromoted by prominent gentlemen who have 

een interested in civil service and municipal 
reform, as weil as tariff reform. One of these 
gentlemen yesterday stated that one of the 

rimary objects of the new organization would 

e effective agitation in favor of tariff reform 
by the reduction and abrogation of so-called 
protective taxes, which are either so discourag- 
ing to imports that the Government gets only a 
small revenue from them, while the people at 
large are compelled to pay enormous subsidies 
to the favored few, or which so enhance the cost 
of raw materials to the manufacwurers that they 
are barred from the markets of the world. 
The club will welcome all those who, 
agreeing with its policy in respect to the tariff, 
are yet more directly concerned in promoting a 
non-partisan civil service, an honest currency, 
the business administration of cities, or the im- 
provement of electoral methods, It will furnish 
not only the usual club accommodations and 
give opportunity for socia] intercourse between 
those interested in these and kindred causes, 
butit will be the hospitable home of non-resi- 
dent members sojourning in the city. An exten- 
sive library of economic literature, supplemented 
by current files of economic periodicals, will 
otfer peculiar facilities for research upon sub- 
jects involved in the objects of the club. 

The club will be incorporated under chapter 
267 of the Laws of 1875, by which liability is 
limited to the Trustees. No individual member 
incurs any financial liability, except for the 
payment of bis dues during his membership. 
Among the Trustees will be Messrs. Anson 
Phelps Stokes, Russeil Sturgis, Everett P. 
Wheeler, E. J. Donnell, George Haven Putnam, 
Daniel H. Chamberlain, Constant A. Andrews, 
R. R. Boker, John C. Lioyd, and Eugene G. 
Blackford. A number of other names are to be 
added to the list of Trustees, and they will all 
be of gentlemen prominent in business and pro- 
fessional circles. These will serve as Trustees 
for the first year, and in their hands the 
managemement of the club during that 
time will be vested. Their successors will 
be elected by the body of the club. The 
annual dues will be $25 for resident members 
aud $10 for non-resident members, the latter to 
include those who have neither a residence nor a 
business office in the city. There will be no ini- 
tiation fee for the first 400 members, but beyond 
that number an initiation fee (not yet decided 
upon as to the amount) will be charged. En- 
dowment life members will be received, free 
from dues or fees, upon a single payment of 
$500. All receipts from this source beyond the 
first $5,000, which will be used toward furnish- 
ing the house and library, will be kept as a 
building or permanent fund. 

The list of non-resident members, it is said, 
promises to be one embracing a large number of 
citizens of this State outside the city of New- 
York, and of other States, including Professors 
in colleges and students in economic and polit- 
leal science. The committee having in charge 
the matter of securing a clubhouse have sev- 
ral eligible houses under consideration, and one 
will be chosen in the neighborhood of the other 
prominent clubs. 

Among the charter members already enrolled 
are the following: John Alexander Beall, Con- 
stant A. Andrews, Charles Stewart Davison, 
Daniel H. Chamberlain, James M. Baxter, 
John H. V. Arnold, M. W. Hazletine, T. W. 8. 
Middleton, Samuel P. Avery, Henry E. Alvord, 
James Anderson, Arthur Beckwith, Julius 
Bernheim, Russell A. Bigelow, Eugene G. 
Blackford, David A. Boody, R. Bowker, 
Henry A. Bogert, Herbert L. Bridgman, Richara 
H. Buell, Ira Bursley, Benjamim F. But- 
ler, Jr., Elie 8. Charlier, Nathan. Clark, John 
Codman, Hugh L. Cole, James M. Constable, 
Benjamin F. Corlies, James T. Cowles, Henry 
Houghton Cone, Eugene Cruger, William E, 
Curtis, Henry E. Davies, Tallmadge Delatie!d, 
Horace E. Leming, Albert F. D’Oench, William 
A. De Long, E. J. Donnell, William Dorsheimer, 
John R. Dos Passos, Hampden J. Dougherty, 
Frauk E. Draper, Edward P. Dovle, John C, Du 
Bois, Richard 8. Ely, Augustus H. Edinger, 
Worthington C. Ford, Paul Fuller, Francis O. 
French, Wiltiam H. Fish, Jr., W. J. Flagg, Eugene 
Frayer, Fergus G. Farquhar, Henry W. Farnam, 
William J. Fanning, James Gayler, A. C. Gilman, 
Edward Holmes Gilbert, E. L. Godkin, Parke 
Godwin, Henry W. Goodrich, William R. Grace, 
John N. A. Griswold, Samuel W. Grierson, John 
A. Gwynne, A. Augustus Healy, Louis J. 
Haber, R. Duncan Harris, E. C. Hender- 
son, Hiram Hitchcock, George MHoadly, 
Franklin W. Hooper, W. B. Hornblower, Walter 
Stilson Hutchins, Francis D. Hoyt, William M. 
Ivins, Dr. George T. Jackson, the Rev. Samuel 
M. Jackson, Walter R. Janvier, John 8. Kennedy, 
Camilius G. Kidder, George T. Knight, Henry 
R. Kunhardt, Wheaton B. Kunhardt, Charlton 
T. Lewis, Gilbert D. Lamb, Charlies McK. Loeser, 
Jacob Livingston, John C. Lloyd, John Lee 
Logan, Adolph Luhrs, Robert Maclay, Charles 
Mali, Charles H. Marshall, John A. Mason, 
Albert Mathews, Harry W. Mack, Alfred Bishop 
Mason, Samuel 8. McClure, Joseph A. McCreery, 
Eaward B. Merrill, George N. Messiter Robert 
Grier Monroe, J. S. Moore, Julius C. Morgenthau, 
Theodore W. Morris, Robert 8. Morrison, 
John P. Munn, Alexander Nicoll, Charles 
Nordhoff, Joseph Offenbach. William 8S. Op- 
dyke, Lucien Oudin, George Foster Peabody, 
Henry G. Pearson, Wilham G. Peckham, Wheeler 
H. Peckham, Anthony B. Porter, Walter H. 
Page, Louis F. Post, Orlando B. Potter, William 
Potts, S. Thornton, K. Prime, George Haven Put- 
nam, George C. Rand, Richard Riker, Hampden 
J. Robb, Robert B. Roosevelt, Talcott H. Rus- 
sell, H. W. Rosenbaum, James C, Russell, Jack- 
son 8. Schultz, Francis M. Scott, William 
Hoyt Scott, James H. Seymour, Robert 
Sedgwick, Thomas G. Shearman, Edward M. 
Shepard, Edward J. Shriver, G. F. C. Smillie, H. 
B. B. Stapler, Joseph T. Stephens, Simon Sterne, 
Albert Stickney, Anson Phelps Stokes, Isidor 
Straus, Russel Sturgis, Cyrus L. Sultzberger, 
William G. Sumner, J. B. C. Tappan, George H. 
Tobias, Calvin Tomkins, Hamilton B. Tomkins, 
John P. Townsend, Edgar A. Turrell, 
J. §& Ulman, Edward M. Vallandigham, 
J. A. Van Amringe, E. H. Van Ingen, G. Willet 
Van Nest, George H. Vilas, Jenkins Van Schaick, 
Henry Villard, Lindley Vinton, William Macy 
Walker, A. E. Walradt, David A. Wells, Alfred 
Jerome Weston, Everett P. Wheeler, Horace 
White, Louis Windmuller, Robert A. Witthaus, 
gnd Charles Woodruff. 
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LESS THAN RALF THE BOTTLE. 
JAN. 2, 1887. 


THAT I1T 


Messrs. William B. Riker & Son: 

GENTLEMEN: It is a true saying that 
** real merit will find recognition.” It has cer- 
tainly proved so with your expectorant and 
other remedies. I havé never had any confi- 


dence in ready-made medicines, but after suffer- 
ing for six long weeks from a terrible attack of 
bronchitis, sore throat and chest, and sucha 
distressing cough that I could get nosleep, I 
Was persuaded by my wife te try abottle of your 
wonderful expectorant. In three days I was 
erfectly cured, taking less than one-half of the 
ottle. I have had no return of the trouble, and 
it is now many weeks since. Many of my triends 
have also tried your splendid medicine on my 
recommendation, and all certify to its wonder- 
ful and speedy curative powers. No one need 
suffer from cough or chest complaints if they 
can obtain Riker’s expéctorant. Yours truly, 
E. R. HARPER. 

169 WEST TWENTY-THIRD-STREET. 

—Ezchange. 
———— $$ ttire 
STAGE PROPERTIES TO BE SOLD. 

A sale of the theatrical effects of the ‘‘She” 
combination, which were seized under writs of at- 
tachment issued by Justice Weed of Jersey City at 
the instance of members of the company, who as- 


eerted that wages were due them, will take place 
to-day. A hearing was had yesterday before 
Justice Weed anda jury to determine the right to 
the possession of the property The proves was 
said to be owned by Richard White and Washington 
G. Winters of San Francisco, but James Adams of 
Jersey City offered in evidencea bill of sale executed 
at Philadelphia, which, he said, transferred to him 
White’s interest. The jury held that White and 
Winters were still the owners and that the bill was 
executed to give Adams a ae py over the other 
creditors. A constable will sell the property, which 
is stored in. Cafferty’s; stables in Henderson-street, 
Jersey City. 
a 
HE MUST HANG. 

ANNAPOLIS, Md., Jan. 6.—The Court of Appeals 
to-day rendered a decision in the appeal of Biscoe, 
colored, convicted of murdering Capt. R. Dixon in the 


Potomec River in August, 1886, affirming the judg- 

ment of the court below. Biscoe was granted a new 

trial after conviction and was convicted a second 

time. Atter sentence the Gorernor will appoint the 

date for his execution at Leonardtown, St. Mary’s 
. 


AMUSEMENTS. 


METROPOLITAN OPERA HOUSE. 

Spontini’s opera “Ferdinand Cortez” 
was performed for the first time in America at 
the Metropolitan Opera House last night. The 
house was filled by a large and brilliant 
audience, which found much to applaud 
in §6tthe)3OCMCU work. The opera cannot be 
said to havé made as deep an impression as 
more recently composed works Lave done. This 
was manifestly owing to the fact that the niu- 
sical culture of to-day has raised the demands of 
hearers far beyond the point which they touched 
in Spontini’s time. The vroduction of last night 
Was uncctamonly commendable in respect of 
stage attire,and this will probably go far to- 
ward giving the opera a profitable career. Some 
of the more glittering episodes were enthusias- 
tically applauded, and the principlal singers 
were called out many times. 

“Ferdinand Cortez” was Spontini’s second 
great work, ‘‘La Vestale” having preceded it. 
The first performance took place on Nov. 28, 
1809, with Lavigne and Mme. Branchu in the 


principal parts. Etienne Jouy,a man who saw 
the genius of Spontini in an early failure, 
wrote the libretto. Some differences of opinion 
have artsen on this point, but Dr. Philin Spitta 
of Berlin seems to set them fairly at rest in bis 
admirable article on Spontini in Grove’s Dic- 
tionary of Music. He says: ** The libretto was 
again by Jouy, and not by Esmeénard, who 
merely made a few alterations and additions. 
Napoleon took an interest in the production of 
‘Cortez’ from an idea that it might influence 
public opimion in favor of his plans for 
the Spanish war then in progress. AS 800D as 
the preparations began Jouy was warned by the 
Minister of the Interior to introduce into the 
piece wore distinct allusions to the topics of the 
day. He was specially to strengthen the con- 
trast between the humane views of Cortez and 
the fanaticism of the Mexicans, and thus sug- 
gest a comparison between the liberal-minded 
French and the bigoted Spaniards of the day. 
Jouy declining to make these alterations, the 
Minister proposed Esménard for the work. Na- 
poleon was present at the tirst performance, but 
the result did not fully answer his expectations. 
Spontini had thrown so much life into the char- 
acter of the Spaniards, and had made them so 
bold, patriotic, and fearless of death that the 
sSylpathies of the audience were enlisted in be- 
half of Spaniards in general, and Napoleon ran 
the risk of witnessing an exactly opposite effect 
to that he had intended.” 

The present form of the libretto is not that in 
which it was first inade known, At arevival in 
May, 1817, the third act became the first, the 
first act the second, and a part of the second the 
third. Some passages were stricken out and 
others added, and Montezuma was a wholly new 
role. The | grt of Amazilly was materially 
Strengthened by opposing in her bosom the 
emotions of love and patriotism, whereas in the 
tirst version the former had crushed the latter. 
Those changes were made by Jouy, for Eaménard 
was now dead. In November, 1823, Spontini 
engaged Théauleon, who bad just arrived in 
Paris, to remodel the third act, which then took 
its present form. This act had been weak, but 
Théauleon’s alterations brought its interest up 
to that of the other two. The story of the opera 
is easily told. 

Cortez with a Spanish army is besieging the 
city of Mexico. Hi#brother Alvarez and a few 
others are prisoners, and are about to be sacri- 
ticed by the Mexicans. Montezuma, the King, 
tries to have them preserved as hostages for the 
departure of the invaders. Amazilly, sister of 
Telasco, the Mexican commander, has turned 
Catholic and fled to Cortez to escape the rage of 
the pagan priests. She and Cortez love oue an- 
other, and the eagerness to bring about peace 
leads her to revisit the city, where the priests 
nearly make her a victim. Cortez advances, 
however, and Montezuma sends Amazilly back 
to the Spanish camp to arrange: an ar- 
mistice. Telasco in the meantime has 
been undermining the fidelity of the 
soldiers of Cortez with presents. He follows 
Amazilly to their camp under a flag of truce to 
second her arguments and treats the invading 
army to the spectacle of a Mexican festival. An 
insurrection breaks out among Cortez’s forces, 
but he burns his ships and by his eloquence 
gives his men new courage. Telasco is held as 
a hostage for the safety of the Spanish prison- 
ers. The release of Alvarez and his friends is 
promised and Cortez frees Telasco, who hurries 
to the city and opposes the keeping of faith with 
his late captor. Montezuma still opposes the 
slaying of the prisoners, but they are about to 
meet theirdoom when Amazilly swims a lake 
which separates the camp of the Spaniards from 
the city and offers her life for that of the cap- 
tives. Cortez, however, takes the city by as- 
Sault, saves every one, and peace is made. 

It was well fof Spoutini that Napoleon had a 
willof hisown. The Little Corporal compelled 
the production of ‘‘La Vestale”’ against the 

judgment of the manager and critics of the Paris 
Académie, declaring that it was a fine work and 
would meet with success. The prediction of the 
great soldier was fulfilled, and the opera was 
enthusiastically approved by the arisians. 
“Ferdinand Cortez” followed, and met with 
similar approval. The bent of Spontini’s genius 
is indicated by the fact that his most successful 
operas were written for Paris and embodied the 
martial spirit and splendor of the First 
Empjre. The “pomp and _ circumstance” 
of a military Court are reflected in the 
scores of “La Vestale” and ‘* Ferdinand 
Cortez.” But the merits of the composer do 
not stop there, Spontini’s most striking ideas 
were cast inaheroic mold and bis expression 
of them was formed into a meet largeness and 
energy of manner. But his muse was not a 
stranger to the gentler aspects of the soul. Ten- 
derness and sympathy are found in his writings. 
Again, it istohis credit that heis seldom be- 
trayed into triviality or superficial sound by the 
glitter of spectacular episodes in bis operas. 
He never sacrifices a high dramatic feeling toa 
mere vulgar effect. It is true, as Berlioz notes, 
that he was the first composer to introduce the 
bass drum and cymbalsto the patrons of the 
Paris opera, and here we perceive one effect of 
the military epoch on his scoring; but his instru- 
mentation ia strong, rich, and _ brilliant, 
He has been accused with some reason 
of over accentuation in his scoring, and of sacri- 
ficing beauty and perspicuity of idea to sonorous 
thunder. However, our ears are less tender 
than those of Spontini’s day. We have learned 
athing ortwo about scoring in the last half 
century, and it would take a good deal of brass 
and sheepskin to astonish us in this consulship 
ot Wagner. We are more likely to find fault 
with other peculiarities of Spontini than with 
his bass drum or his trombones. He was a 
natural subject for reproach, for he was pro- 
gressive, and so-called conservatism is always 
biting the heels of progress, Spontini’s *‘ Milton” 
Was @ One-act operetta in which he broke away 
from the trivialities of his youth and launched 
intoan earnest search for true dramatic ex- 
pression, as all worthy musicians have done. 

There are on the whole fewer faults of har- 
mony and less piling up of effectsin ‘‘ Cortez” 
than in “La Vestale,” and it is generally con- 
ceded to be the better work of thetwo. Mu- 
sicians have always admired Spontini’s work. 
Schumann, one of the keenest of critics, deciares 
that he heard this opera for the firat time with 
rapture. Berlioz wrote an adulatory letter to 
Spontini, praise. him warmly in his public 
writings, and points out to students of instru- 
mentation some of his striking effects in orches- 
tration. The juagment of both these men has 
been in some measure justified. In “ Cortez’ 
Spontini shows great skill in his use of masses, 
and he displays a tirm hand and dignified style 
in the construction of the larger dramatic forms. 
His individuality is distinguished throughout 
the work, and the thoughtful hearer finds 
himself under the influence of an am- 
bitious mind. Telasco, Amazilly, and 
Cortez are treated with characteristic music, 
and the contrast between the natures of the 
Spaniards and Mexicans is shown in‘a fairly gooa 
manner. Gliick is credited with the first at- 
tempt at this kind of contrast in his ‘‘ Paris and 
Helen,” and Spontini has been frequently 
praised as his successor. He iscommended, and 
justly, forapproaching more nearly than others 
his model, and in turn becoming himself an in- 
fluential factor in musical progress. 

There are, however, spots on the sun, and there 
are defects in the work of this Spontini, to praise 
whom would be a pleasure because he is a new 
acquaintauce to us. In spite of the fact that 
Berlioz found some clever combinations in 
Spontini’s scores, it must be frankly adwmittea 
that as an instrumental composer he does not 
rank high. The immense resources of the art of 
instrumentation were not at his command, fer 
he had never been thoroughly disciplined in this 
important school. In some of his most notable 
numbers, conceived with se gges J and com- 
posed with skill, this lack of ability in 
haudling the orchestral parts makes itself 
felt, for his accompaniments are often sadly 
deficient in variety. This is all the 
more to be wondered at, because Spon- 
tint had a deep reverence for Mozart, 
the study of whose writings ought to have 
revealed to him his own deficiencies. Added to 
this frequent baldness of instrumentation is 
general hardness and inflexibility of melody 
which prevents 1t from being the mastering 
element in the mass of sounds. And the melody 
is not aided as much as it ought to be by the 
orchestra. Indeed, Spontini had no great gift 
for dramatic expression through his body of 
instruments. This weakness is far more notice- 
able in our day than it wasin his. Wagner has 
made of the orchestra a@ new power, and the 
frequenter of the German opera of to-day will 
never again be able to regard the instrumental 
part of an opera with the indifference of the 
pre-Wagnerite epoch. Spontini did not under- 
stand the art of illustrating and elucidat- 
ing the sentiments of his characters by 
means of his orchestra. Weber far sur- 
passed him in this respect. That, however, was 
in the line of the progress of musical develop- 
went, for the German composers have generally 
led the way in the elevation of the orchestra. It 
is notto be inferred from what has here becn 
said that Spontini’s instrumentation is bare. It 
is often, as before intimated, sonorous and brill- 
iant; but itis deficientin significance and sug- 
gestiveness. In short, his dramatic expression 
and characterization are contined to bis melodies 
and massive combinations and do not extend to 
that variety and aptness of instrumental treat- 
ment with which later composers have made us 
tamiliar. 

In fact, Spontini’s opera, taken as a whole, is 
not to be regarded in the same licht as it was 79 
yearsago. if we could carry ourselves Sack to 
the mnusical standpoint of that time we should 
be better able to justly estimate the value and 
originality of the composer’s work. In his day 


he was a strong factor in the development of his 
art. But the tremendous evolution of the opera 
since the production of **Ferainand Cortez” has 
demonstrated the fact that the lyric stage 1s 
destined for higher things than Spontini ever 
dreamed of. Wagner has opened for the German 
opera and Verdi for the Italian new and loftier 


fields than their elders imagined. The day of | 


the recitativo stromentato is gone, and it may as 


well be frankly admitted that the long passages | 
of this antiquated style of musical discourse in | 


‘* Ferdinand Cortez” fell flat last night and were 
plainly wearisome to the hearers. The arias, 
duos, and other set numbers of the opera 
were heard with more tavor. Some of them 
are notably good. Among these may be 
Inentioned the opening number of the 
first act, with its virile and savage 
chorus of Mexicans, the trio of Spanish pris- 
oners, which is digniticd and somewhat re- 
ligious in cast, the tine duo between Amazilly 
and Telasco, the energetic and expressive solo 
of Cortez in the second act, and of Telasco 
in the third act, and the duet between 
Amazilly and Cortez. Aside from these num- 
bers there is not a great deal in the opera that 
will have weight with auditors familiar with 
such works as ‘‘Siegfried,” ‘ Aida” and “The 
Queen of Sheba.” The richer and more varied 
harmonies of the most recent operas, with their 
mobile modulations and startling progressions, 
and the eloquence of the melodies which can be 
built upon them, make it impossible forus to get 
from the “Cortez” music that elevation of 
spirit which it must have produced in contem- 
porary hearers. Here and there the vigor and 
sweep of the writing hus its effect, but itis not 
deep or lasting. 

It has been abundantly proclaimed that the 
management of the Metropolitan would put this 
opera upon the stage in a striking manner, and 
every promise has been bonntifally fulfilled, 
The splendors of the ** Queen of Sheba” have not 
been eclipsed, perhaps not equaled; but every- 
thing has been done that could be. The scen- 
ery is generaily effective and is all new and 
brilliant. There is a tine aspect of  solid- 
ity about the barbaric temple of the 
first act, which is an unusually good bit of scenic 
display. The second act is dazzling to the eye 
with its pageantry of armored men and deco- 
rated women. There is a rich and admirably- 
arranged ballet, excellently executed by a large 
corps, headed by Mlle. De Gillert. There is an 
ear-stunning explosion, heralding the destruc- 
tion of Cortez’s ships, which sink with com- 
mendable celerity beneath some rather wooden 
waves. And the act closes with a spirited 
onset of Spanish troops led by Cortez and a 
staff of half a dozen officers, mounted on gayly- 
caparisoned chargers. ‘The. costumes are all 
new and brilliant, and the contrast of color and 
design between the half-Indian dresses of the 
Mexicans and the garb of the Spaniards is well 
designed. Altogether, the opera is mounted in 
a notably rich and glittering style that does 
credit to the generous spirit of the management 
of the house. The handling of the army of super- 
numeraries and the general stage groupings is 
fairly good and adds to the effectiveness of the 
speetacle, on which the future prosperity of the 
work will largely depend. 

The performance last night will doubtless be 
improved, and it will stand it. Herr Niemann 
was the Cortez, and he wasin such bad voice 
that it was at times painful to observe his labor. 
He must, however, be credited with not sparing 
himself. He worked like a hero, and in his dra- 
inatic scene of the second act acquitted himself 
with honor. He did not, however, de- 
serve to be accredited by taking tive 
recalls with the entire applause of the 
audience, much of which was called forth by 
the spectacular dress of the act. Herr Robin- 
son acted and sang Telasco with spirit, but his 
vocal explosiveness marred his work. Herr 
Fisher as the High Priest and Herr Alvary 
as Alvarez were excellent. Herr Elimnblad 
made Montezuma look like a very bad 
Indian, and sang his music with the 
voice of an irate foghorn. Friiulein Meisslinger 
sang the music of Amazilly tolerably, but did 
not reach the dramatic possibilities of the part. 
Undoubtedly all the artists willdo better here- 
after, when further consideration can be given 
to their work. The chorus sang woefully out of 
tune at times; but this seems to be inevitable. 
The orchestra had no trouble with its share of 
the evening, and Herr Seidl was quite at home 
in the conducting. 

EA eA Soa 
STAR THEATRE, 

Frau Niemann Raabe appeared at the Star 
Theatre. last nightas Cyprienne in a German 
version of Sardou’'s sprightly comedy, ‘ Divor- 
cons.” Frau Niemann Raabe has not the de- 
mure expression which characterizes Judic in 
the role; she has not the contagious jollity 
which Théo puts into it, but she is unsurpassed 


in naturalness of tone and manner, in the impres- 
sion she conveys of her virtue, the sweetness of 
her smile, and the impulsiveness of her move- 
ments of hate and love. The scene where she 
grows jealous of M. de Prunelles, ber husband, 
who is so ready to be divorced and to hand her 
over to his rival, her cousin, M. de Gratignon, 
was rendered by Frau Niemann Raabe 
with remarkable skill and effect. The most 
salient trait of the histrionio art of Frau 
Niemann Raabe, next to ber naturalness, 
may be said to be her power. of 
easy transition from one mood to another. Tone 
and expression change in an instant from gay to 
grave, from grave to gay, and laughter waits on 
tears. Frau Niemann Raabe grows on her 
audience. She does not jump at climaxes. She 
does not repeat herself. Her characterizations 
are clearly conceived and logically worked out, 
and she has withal a personal charm, without 
which emotional fervor and dramatic power and 
sparkling vivacity go for but little with the 
general public that sees, hears, and feels. 
+ rr 


BLAMES HIS MOTHER-IN-LAW. 
NEwpokrt, R. L, Jan. 6.—Frank M. Sher- 
man was arrested in Providence to-day for 
bigamy, and is in jail here. 


city, and they lived together until the early part 


of 1882, when the husbana became enamored 
of Elizabeth A. Pierce, also a resident of Tiver- 
ton. Sherman deserted his lawful wife and 
went to Providence, where he and Miss Pierce 
were married, as Sherman alleges,on July 5, 
1883. He deceived Miss Pierce into the belief 
that he was divorced from his wife by exhibit- 
ing forged papers to that eftect, and she, believ- 
ing that he had a legal right to marry, became 
his wife, as she thought, at the time mentioned. 
‘The couple lived in Providence as man and wife. 
Sherman was a teamster. Of late he has been 
doing little or nothing for the support of either 
his wife or the woman he deceived. Mrs. Sher- 
man, it is said, began proceedings for divorce; 
and then Miss Pierce realized that she was not 
a lawful wife. After the lapse of ashort time 
a complaint of bigamy was made against Sher- 
man, and a warrant was issued for his arrest. 
He stated to the officers that it was the work of 
his mother-in-law. He had always got along 
well with the two women he had married, and 
they never would have troubled him but for the 
mother-in-law. He treated his present dilemma 
as though it was a matter of no great conse- 


quence. 
SHE BELIEVED IN WITCHCRAFT. 
ALBANY, Jan. 6.—Matthew and Eliza Ann 
Vedder of Watervliet Centre, an elderly couple 
of peculiar habits, possessed of property worth 
about $10,000, secured the services of alawyer 


in August, 1883, and each had a will drawn up 
in which each left the property to the survivor 
in the event of his or her death. Eliza Ann died 
last March. The will was offered for probate, 
when Jeremiah and Emmanuel Sicker and Maria 
Edick, nephews and niece, appeared as contest- 
ants. Arguments were brought to a close to- 
day. The contestants claimed that £liza be- 
lieved in witchcraft and was thereby mentally 
disqualified. When she died Eliza wanted to be 
robed as the angels are. She often refrained 
from making butter on account of the witches, 
and would cut crosses on the bottom of her 
churn to keep them away. Another time she 
said it was necessary to put a hotiron in the 
bottom of the churn and burn the witches out 
before putting the creamin. Once when going 
to market at 4 A. M. she saw a ball of fire in the 
sky, with suldiers marching upon it, and after 
the ball disappeared the heavens. looked like 
blood. One morning she was putting on her 
shoes when the rvom became light, and, looking 
up she said she saw Jesus with a sword and sur- 
rounded by angels. Surrogate Woods reserved 
nis decision, 
—SS=— or 
WANT TO POOL THEIR ISSUES. 
Ronvoot, N. Y., Jan. 6.—The fruit growers 
down South, according to advices received by the 
Freeman this afternoon, are trying to induoe the 
Hudson River producers to deve in forming a large 
company for the purpose of pooling their issues in 
reference to the sale of their products. 
ni 


OHOLERA IN VALPARAISO. 
Lira, Jan. 6, via Galveston.—A newspaper of 
this city stated last evening that, according to a pri- 


vate dispatch from Valparaiso, cholera has increased 
at that port toan alarming extent, the number of 
— daily reaching 130, of which 80 to 90 prove 
atal. 

oe 


LOSSES BY FIRE. 


The four-story building 32 Maiden-lane was 
damaged to the extent of about $2,500 by tire and 
water last night. B. Kohn & Son, dealers in optical 
and mathematical instruments on the first floor, sus- 
tained a trifling Gamage to their stock by water, 
and Greenvurg & Glauber, dian.ond setters and 
manufacturers of fine jewelry, who occupied the re- 
maining three stories, suffered a loss of, it is esti- 
mated, $1,000. The damage is fully covered by in- 
surance, 


An early morning fire yesterday on Holland- 
avenue, in the East End of Pittsburg, completely 
destroyed three fine dwellings owned by John 
Hughes and J. P. Bailey. The fire is supposed to 
have been caused by natural gas. The loss is 
$35,000, and is partly covered by insurance. 


The old Hyde Park dummy station, on Fifty- 
fifth-street, near Lake-avenue, Chicago, was burned 
Thursday night. Four Cottage Grove-avenue pas- 
sengar cars and two dummy engines were destroyed. 
The loss is about $20,000. 


A storehouse attached to the Banner Flouring 
Mills, on Ohio-street, Buffalo, N. Y., was burned 
Thursday night. The mills were saved b ood 
acne hey the part of the firemen, Thé loss is $30,000; 
nsur 


The house and barn of Amos FE. Rollins, at 
Methuen, Mass., were burned yesterday. The horses 
and carriages were saved. The Joss is $3,560; in- 
surance, $1,800. 


Hartmann & Taylor’s saw mill at McKeesport, 
Penn., was destroyed by fire Thursday night. Loss, 
$30,000; insurance simail 


In 1879 Sherman: 
married Sarah M. Bennett of Tiverton, near this. 


WHAT Dk. ABBOIT WILL DO. 


ep ins 

NOTHING SAID ABOUT HIS SALARY AS 
PASTOR OF PLYMOUTH CHURCH. 

At the regular Friday evening prayer 

meeting in the parlors of Plymouth Church last 

night, Dr. Abbott said that the first object for 


Piymouth Church: toaim at at present was to | 


extend its work; first, by individual efforts 
within the church, and next by enlisting in out- 
side work. At the close of the meeting a con- 
ference was held inthe Trustees’ room of the 
church between the committec, Dr. G. W. Brush, 
A. D. Wheelock, T. G. Shearman, and H. E. Rich- 
ardson, and Dr. Abbott, The call of the church 
and the society to the acting pastorate of the 
church was presented to Dr. Abbott, who said 


thathe had been considering the matter, and 
that, iughis view, if he accepted this position he 
ought to perform all those duties which would 
be appropriate to the office of Pastor, except 
those that were suitable only to a permanent 
Pastor. These duties be could not perform on 
account of his duties in connection with the 
Christian Union. He should, however, be pre- 
pared to take an active part’ in all the church 
work and to acton all the committees; also to 
consult with all the officers who desired confer- 
ence and to assume an active guidance of all the 
religious work inthe church. He did not expect 
to undertake a general system of visitation 
among the members of the church, but would 
expect, in cases of emergency, to'visit the sick, 
and in matters of importance to receive visits 
from the congregation and to tender such advice 
on request as Pastors usually give. In short, he 
expected to do the same work as if permanent 
Pastor, avoiding only the laying out of new 
plans which might interfere with the designs of 
a permanent Pastor. 

The committee informed Dr. Abbott that he 
would not be expected todo so much valuable 
work, and expressed their satisfaction that he 
felt able and willing todo so. No details were 
settled upon, but it was agreed that another 
conference should be held between Dr. Abbott 
and the committee before the committee re- 
ported to the society, and it was understood 
that there would be no difficulty in settling all 
necessary arrangements. No figure represent- 
ing the amount of salary was mentioned upon 
either side, 


ere 
LAFAYETTE POST’S NIGHT. 

The Commandery Room of Masonic Tem- 
ple was decked high and low with American 
flags last evening, and Cappa, in the balcony, 
inspired his musicians to good deeds with un- 
usual interest, for Cappa is a member of Lafa- 
yette Post, No. 140, G. A. R., of the Department 
of New-York, and the Post installed its officers 
last evening with the usual impressive .cere- 
monies and pleasant social features. Adjt.-Gen. 


William A. Wallace acted as installing officer. 
The incoming officers were as follows: Com- 
mander—Floyd Clarkson; Senior Vice-Com- 
mander—J. H. Hamilton; Junicr Vice-Com- 
mander—William Lee Darling; Quartermaster 
—William Mitchell; Chaplain—the Rev. S&S. 8. 
Seward of the Swedenborgian Church, Thirty- 
fitth-street and Park-avenue; Surgeon—Dr. Max 
G. Raefle; Officer of the Guard—Jerry F. 
Thompson; Officer of the Day—R. L. Salisbury; 
Adjutant—T. W. Gregg. 

After Commander Clarkson had made a short 
address the retiring Commander, Wilbur F. 
Brown, presented the Post, in behalf of the la- 
dies, with a handsome silk flag. Supper was 
then served. Among those present were De- 
partment Commander George H. Treadwell and 
staft and the following: Adniral Gherardi and 
staff. Major-Gen. Schotield and staff. Gen. 
Horace Porter, Major-Gen. E. L. Molineux, Gen. 
Stewart L. Woodford, Col. F. K. Hain, Major- 
Gen. H. W. Slocum, Gen. E. 8. Parker, Superin- 
tendent William Murray, and Col. Theodore W. 
Greig. 
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WAYSIDE BOYS’ CLUB. 

A very pleasant entertainment was given 
Thursday eveningat the Wayside Day Nursery, 
216 East Twentieth-street, to the youthful mem- 
bers of the Wayside Boys’ Club. There were 
banjo selections by Messrs. Gildersleeve and 
Skidmore and a clever Punck and Judy show in 
three acts, followed by refreshments and good 
things generally. The little fellows, who were 
present in great numbers with their mothers, 


enjoyed it all hugely and were made ad- 
ditionally happy by being given a generous 
allowance of candy at the close. The commit- 
tee in charge of the club, which was only started 
last Fall, are greatly encouraged by the result 
of their efforts, and hope to accomplish much 
more in the future. The club has a cozy room in 
the nursery building, with a circulating library 
and games. It is open two afternoons a week, 
two members of the committee being present 
on each day. It is supported by a nominal 
monthly or weekiy subscription. The evmmit- 
tee in charge is as follows: Mrs, Nathaniel A. 
Prentiss, Chairman; Mrs. William H. Folsom, 
Secretary; Miss F. Rhinelander, Treasurer; Mrs. 
H. H. Curtis, Miss M. W. Chisolm, Miss H. Dud- 
ley, Miss Norris, Mrs. Alexander Stevens, Mrs. 
J. Jay White, Jr., Miss M. Winthrop, Miss A. 
White. 
hintaan icant tem 
THE CARTER-CONNEFF MATTER. 

E. C. Carter published in The Spirit of the 
Times yesterday a card in which he disclaimed 
any intention to engage in any contest with 
Conneff, the amateur champion English runner, 
such as had been announced, he said, in a cir- 


cular emanating from the Manhattan Athletic 
Club. He also attributed to that club a lack of 
courtesy and true amateur spirit in not having 
consulted him before using his name in con- 
nection with the watter. He said, however, 
that at the proper time and place he would be 
pleased to contest with Conneff for the recog- 
nized championship of the United States. 

Gus M. L. Sacks, who is authorized py Con- 
neff toenter him for games here, and whois 
alone possessed of information in regard to his 
movements, replies to Carter’s card and declares 
that Carter has misunderstood the Manhattan 
Athletic Club’s circular. He says: “In that 
circular the following sentence appears, ‘A 
series of races between Carter and Connelff 
would, no doubt, create an interest and excite- 
went such as no event bas since the great race 
two years ago, between Myers and George. It 
1s hoped Mr. Sacks will be enabled to arrange a 
one, two, and tour mile coutest between the 
above gentlemen.’” Mr. Sacks also says that 
he has no doubt that Conneff will be very giad 
to please Carter in meeting him for a contest for 
the championship of the United States. 


inraeoeehpeeeeclligliabaiazee ss testes 
OFF WITH WIFE AND DIAMONDS. 
PROVIDENCE, R. 1, Jan. 6.—Solomon 
Jacobs, a Hebrew broker and photographer, left 
this city this noon for New-York to hunt up 
$4,000 worth of property which has disappeared 
with his wife and clerk. Jacobs came here in 


December and engaged rooms which he intended 
to open as a photograph studio. George Mor- 
ganwick, 21 years old, had been in his employ 
for some time, and when, last week, Jacobs 
went to Philadelphia to raise money, he left his 
wife and Morganwick in charge of the premises, 
On his return he found that his clerk had packed 
his trunk and decamped with Mrs. Jacobs, cam- 
eras, &c., and $1,500 worth of diamonds which 
Jacobs had on speculation. <A Philadeiphia firm 
nad sent him the diamonds. Jacobs has tele- 
graphed to Inspector Byrnes to intercept the 
couple if possible. 
ee 
TROUBLE AT WALLACR’S. 

Atalate hour yesterday Miss Rose Cogh- 
lan announced her determination not to play 
the part assigned to her in the new piece * The 
Abbé Constantin,” which is soon to be produced 
at Wallack’s. Mr. Abbey proved equally deter- 
mined and informed Miss Coghlan that if sbe did 
not play the part he would give berthe usual 
two weeks’ notice. These facts became known 
too late to ascertain any further particulars last 
night. 

—— rr 
HANGED HIMSELF IN HIS CELL. 

TRENTON, N. J., Jan. 6.—John McElbery, a con- 
vict, committed suicide by hanging at the State 
prison yesterday morning. The rope and noose were 


torred out of strips which he obtained by tearing 
up his shirt. His body was discovered lying on the 
tloor of the cell, the rope having broken after his 
death, He was 26 years old and was trom Paterson, 
where he was sentenced to two years for breaking 
and entering. It is believed that his mind was 
affected, as his term would have expired in March, 
—— EE 


HIS SCHEME WORKED WELL. 
MILYVoRD, Mass., Jan. 6.—Arthur I. Ball, pay 
roll clerk of the Hopedale Machins Company, has 
been arrested and held in $3,000 for the Worcester 
Grand Jury for the embezzlement of about $2,000, 


which he had been taking from time to time since 

1886. His plan was to put upextra amounts in 

pay envelopes and before actual payment abstract- 

them and increase the pay roll to correspond. 
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A TIMBER SHIP PROJECTED. 
Sr. Joun, New-Brunswick, Jan. 6.—Hugh R. 
Robertson, the projector of the big timber raft, ar- 


rived here this morning. He says there will be no 
more timber rafts constructed, but a timber ship 
will be built, with spars and steering apparatus and 
lacs rope for 60 days. Work un the ship will be 

egun at once at Joggins. 

sensibilities cei icadlabe 
CUT AIS WIFES THROAT. 

ONANCOCK, Va., Jan. 6,--William C, Duer yes- 

terday cut the throat of his wife, killing her almost 


instantly, while riding with her and their two 
children. He is said to have been insane for some 
time, bat was supposed to have recovered. Duer 
was committed to the Kastville Jail. 


a ene 
THE HUDSON RIVER ICE CROP. 
Troy, N. Y., Jan. 6,—Large gangs of men are 
ecrapiug, marking, and cutting ice on the river, 


and already a considerable quantity of ice has been 
stored. ‘The ice, which is from six to erght inches 
thick, varies in h bee A in some spots being of *Ve 
best, While in others it is dirty and very poors 


| 


HAS FLED TO OANADA. 


A BUFFALO GRAIN DEALER’S QUEER 
TRANSACTIONS. 

Burrato, N. Y., Jan. 6.—This city is con- 

tributing auite a colony to Canada’s residents. 


The latest addition is EK. B. Wilbur, a well-known | 


dealer in grain anda Trustee of the Merchants’ 
Lxchange. He has been embarrassed for some 
time, and left the city last Monday, it being 
given out that he had gone to Atlantie City for 
needed rest and relief. Those who suffer in this 
case are quite sure that Wilbur went to Canada. 


It is said that his relatives had suggested the | 


thing to bim. The heaviest loser through his 
transactions is the Grand ‘Trunk Railway. 
It is caught for $13,000, and the man 
who suffers the most through Wilbur's doing 

is innocent of anything criminally wrong. 
Through long acquaintance and friendship Wil- 
bur prevailed upon 8. 8. MeCrea, the Grand 
Trunk’s Freight Agent here, to release grain 
without the bills of lading. This has been going 
on for some six years, until MeCrea was obliged 
to carry the matter along as Wilbur had “got 
into” him heavily. McCrea hoped fora settie- 
ment, and lately, knowing Wilbur’s bad financial 
condition, has beeu pressing for a settlement of 
s0Tae Sort. 

Wilbur is connected by marriage with some of 
the wealthiest families in Buffalo, but they have 
shown no inclination te help him and his friend 
out of their treuble. Wilbur is further said to 
be guilty of grand larceny. Five carloads of 
grain came through Buffalo consigned to him 
not long ago, and to the bills of lading was at- 
tached a draft. This he could not take up, but in- 
duced Leonard Dodge, a large flour dealer, to 
care for it, giving him the bills of lading as 
security. Wilbur then went to MeCrea, and 
without saying anything about the Dodge trans- 
action, secured the release of the grain and sold 
itto Syracuse parties. Others are known to 
have been caught in the same way, but how 
many others suffer in various trade transactions 
is not Known. Wilbur did an extensive business, 
buying in Canada and the West and selling to 
Eastern! buyers. He hasa wife and five chil- 
dren, and lived in good style. 

PES SE EES, 


BARRET?T’S SHAKESPEARE 
ARTICLE, 


ee at 

A weekly publication has printed the 
startling statement that Mr. Lawrence Barrett's 
recent contribution to the Shakespeare-Bacon 
controversy, ‘‘Concerning Shakespeare,” in the 
North American Review was nearly identical 
with an article on the same subject by the Rev. 
James Freeman Clarke, publishea in the same 
periodical some years ago. The author of the 
statement charitably infers that Mr. Barrett was 
a victim of deceit practiced upon him by a 
“scribbler’ whom he had empioyed to write 
for him and whose article Mr. Barrett used over 
his own signature. A direct charge is made, 


also, that Mr. Barrett atone time employeda 
journalist regularly to write articles tor him, 
which Mr. Barrett did not hesitate to publish as 
his own productions, 

Mr. Barrett declared that the statement was 
alie from beginning to end. ‘ Why,” said he. 
“T never knew that James Freeman Clarke had 
even written an article on the subject referred 
to. I certainly have never read such an article 
from his pen. I have met Mr. Clarke once or 
twice personally and have heard him preach 
once, bub my acquaintance with him and his 
work ends there. Iam astonished that any one 
should have made such a charge against me. 
You can say thatitis a malicious lie made out 
of the whole cloth, Why, my recently-pub- 
lished article was partially written over 
15 years ago and was not finished until 
some three months ago, when it was 
completed, practically, directly beneath the eye 
of Edwin Booth. As to the reference of my em- 
ployment of Mr. Wheeler to write for me. [ can 
say that alsois an absolute falsehood. I know 
Mr. Wheeler very slightly, and have not seen 
him for years. I have met him only afew times 
in atl my life, and do not suppose that, alto- 
gether, [ have ever passed twenty words in con- 
Versation with him. [ cannot understand the 
motive for such gross charges. Should there 
have been any similarity between my paper and 
thatof Mr. Clarke, [ was, and am still, entirely 
ignorant of it, as [ have never seen nor heard of 
Mr. Clarke’s article. Surely no one will believe 
suck an absurd story.” 

Allen Thorndike Rice, editor of the North 
American Review, Was seen at his residence, 85 
lifth-avenue, later in the evening. When 
spoken to in regard to the charges of plagiarism 
against Mr. Barrett he stated that he had no 
hesitation in branding the story as a falsehood. 
He had known Mr. Barrett, he said, for many 
years, and he knew that he was incapable of the 
literary offenses alleged. Besides, he said, Mr. 
Barrett was really a scholar, and had no need to 
resort to plagiarism or subterfuge in order to 
win w reputation as such. Mr. Rice remem- 
bered that tne Review had pubdtished an 
article by James Freewan Clarke some 
years ago, but had never tbhonght of 
any similarity between that paper and Mr. 
Barrett's. He did not know that there was any 
similarity, butif perchance there should have 
been he knew Mr..Barrett so well that he would 
not hesitate to say that it was purely an acci- 
dent. He could cite innumerable instances, he 
said, where great contemporaneous authors had 
producedequaily worthy literary matter, with 
no possible chance that either could have pla- 
giarized the efforts of the other, although in fol- 
lowing out similar trains of thought a natural 
result was a similarity of expression. He would, 
he said, look up the matter referred to in this 
sase, but in advance he would not hesitate to 
say that the charge of plagiarism against Mr. 
Barrett was absolutely untrue, 


or 


A DANGEROUS “ TRAGEDIENNE.” 

BUFFALO, Jan. 6.—A young woman who 
calls herself Beulah on the stage and is de- 
scribed in the play bills as * The Mexican 
Actreas,” isat the Grand Opera House in this 
city. The play is called “Echo.” Beulah is 
said to be of an impulsive temperament, and in 
all emotional scenes her fiery nature is fully 
aroused and she seems to forget everything but 
the part she is playing. William Archer, who 
is gathering points for his ‘‘ Anatomy of Act- 
ing” certaluly ought to be told about Beulah. 

In * Echo” she steals into the room of her 
rival and attempts to strike her to the heart 
with a dagger while the rival issieeping. J. B. 
Brown appears at the proper moment and 
catches the dagger hand. ‘the young woman 
whom she attempts to assassinateis we)l guarded 
against apy possible stroke of her left hand, 
but notwithstanding all precautions the man- 
agers and all of eulah’s aupport say they 
are constantly in fear that the fiery Mexican 
girl may lose control of herself completely and 
hurt some one, 

Atany rate, last night, as the dagger flashed 
and Mr. Brown caught the uplifted hand, there 
Was a quick, serpentine movement of Beulab’s 
form, and Mr. Brown staggered back with one 
hand hanging apparently useless by his side. 
The curtain fell quickly, and the spectators 
supposed that they had witnessed a sham stab- 
bing instead of a real one. In the remaining 
acts Mr. Brown appeared in his part, but one of 
his hands was cluusily bandaged, and his arm 
hung awkwardly by bis side. The knife, which 
was bed | dull, struck him inthe fleshy part of 
the hand, between the first joint of the thumb 
aud the forefinger, and the wound may possibly 
cripple his hand. : 

Se 
WEAVERS ON STRIFE. 

FALL RIVER, Mass., Jan. 6.—The dissatis- 
faction among all classes of operatives over the 
failure of the manufacturers to grant the ad- 
vance expected under the promise made over a 
year ago, although the price of print cloths is 
considerably above the tigure promised in the 
agreement, is intense, and there is trouble every 


few days at some of the mills, showing that it 
would not take much to precipitate a general 
strike, This afternoon the weavers at Wam- 
panoog Mill No. 2. struck work because of 
trouble with anew second hand. They protest 
against some action of bis which they considered 
uujust, and, as a result of sume hard words 
which followed, all the weavers quit work in a 
body. They subsequently held a shop meeting 
and appointed a committee to lay their griev- 
ances before the Treasurer. This committee 
will make a statement of the case in the morn- 
ing and report the answer of the Treasurer to 
another meeting of the strikers. The strikers 
say that a new overseer and second hand have 
made discharges of weavers for no cause, and 
they demand their removal. Tbe mill officials 
deny that there has been any such discharges as 
alieged and say they would not periit it. 
<apchaida ne macnn separa 


SUPERINTENDENT FULTON’S 
TION. 

ROCHESTER, N. Y., Jan. 6.—Capt. Levi G. Ful- 

ton, for the past 20 years manager of the State In- 

dustrial School, has tendered his resignation to the 

Board of Managers, and it has been accepted. The 


cause of this resignation is that the managers and 
Mr. Fulton are not in accord as to how the institu. 
tion should be conducted. It is generally under- 
stood that Superintendent Fulton’s resignation was 
desired by the board. He was requested to remain 
at the institution until April and consented to do so. 
The « aptain’s views, it is said, are more suitable in 
the executive ofticer of a prison than in the Superin- 
tendent of an institution intended tor the reforma- 
tion of the young, Manager Barron said he had 
heard of no appiicanis for the position, and ex- 
pee the opmion that the board would find it 
iard to get a wan who could fill Mi. Fulton’s place. 


—_——— re - - -- 


A BOY BLOWN OFF A TRAIN. 
CLEVELAND, Ohio, Jan. 6.—While the west- 
bound express on the Lake Shore Railway was 
running at a high rate of speed about 25 miles east 
of Erie this morning, a boy, who started to go from 


the sleeper to the dining car was blown from the 
platform by the gale then prevailing. The train was 
stopped and the boy was picked up, but he had 
been so injured that he died before Erie was reached. 
The unfortunate youth was the sono: Dr. J. M. 
Gussoway of Pottiand, Me., a Surgeon of the United 
States Navy, Who was on his way to Ca:ro under 
orters, The body was brought hore to be prepared 
for burial. It will probably be sont to Washington. 


MR. 


RESIGNA- 


THE NEW MEXIOAN LOAN. 


SAID TO HAVE BEEN TAKEN BY BLEICH- 
RODER, THE GERMAN BANKER. 

Crry or Mex1co, via El Paso, Texas, Jan. 
6.—It is stated on very reliable authority that 
the loan which Presidert Diaz was authorized 
by Congress at its last session to negotiate has 
been taken by Bleichroder, the great German 
financier and banker. This loan is made for the 
purpose of taking up the outstanding securities 
of Mexico and replacing them with new bonds 
by an arrangement made some time ago with 
English holders of Mexican bonds. What 1s 
known as the Mexican debt in that country will 
be paid off at the rate Of 40 cents on the dollar. 
This settlement is regarded as just, owing to 


the very small amount of money loaned in the 
firstinstance as compared with the face value 
of the bonds, and also to the fact that the bond- 
holders vitiated their claims by giving their 
support to the Maximilian Empire, and the con- 
tracts entered into with that Prince. This ar- 
rangement would enable the Government to pay 
off the English bondholders as well as those of 
the interior debt, thus having but one set of 
bonds drawing uniform interest. 

The news that the loan had been successfully 
negotiated caused much pleasure in mercantile 
and financial circles. Americans are disgusted 
to think that Mexico was offered no encourage 
inent to place this loan in the” United States, 
while the Engiish are very much surprised to 
see that a German banker could offer better 
terms than their own money lenders. It is aiso 
reported, but not on the most reliable authority, 
that Bleichroder will also furnish the necessary 
capital for the completion of the railroad from 
here to Acapnico on the Pacific. Although this 
reportis probably incorrect, there can be no 
doubt that this road will soon be built, probably 
by an English company, whose engineer has 
been here for some time making an investigation. 

It is stated that the German Government ap- 
proves the placing of German capital here, 
where Germans have built up a large and 
lucrative trade. These Germzn houses, which 
nearly control the wholesale trade of Mexico, 
owe their supremacy to the system of leng 
credits given to customers inthe interior of the 
country and to economical management, They 
bave driven the English houses, with only two 
or threes exceptions, out of business. Failures 
are very rare, although large amounts are con- 
stantly due them. The French have monopolized 
the dry goods trade in the larger cities. Both 
the German and French houses in their opera- 
tions here have their rights clearly and par- 
ticularly defined in commercial treaties. There 
is as yet no commercial treaty with Great 
Britain, but the English Minister some time ago 
arranged a protocol which gives to English 
citizens here the rights enjoyed by the most 
favored nationalities, 

The English are endeavoring to bring about 
negotiations for a comprehensive commercial 
treaty, and hope to gain a solid foothold here, 
American interests, although now amounting to 
nearly $200,600,000, are absolutely without 
treaty protection, as the treaty defining the 
status of Americans In business here has lapsed. 
Gev. Jackson, while United States Minister 
here, gave his attention to the subject of a 
treaty, and had outlined a plan for 
one, but nothing has been done in the 
matter since his resignation. The Mexican 
Government stands ready to undertade in a 
friendly spirit the negotiation of a treaty adapt- 
ed to modern times and the railway era. Mexi- 
can statesmen cannot understand the indiffer- 
ence in this matter of the American Govern- 
ment, and American residents here are anx- 
ious for a treaty. 

The Government has declared free of duty 
everything eutering into the construction of 
telegraph and telephone lines, 

The rapid rise of quicksilver in London is giv- 
ing an impetus to the working of quicksilver 
mines here, and efforts will be made tu work sev- 
eral newly-discovered deposits in the Northern 
States. 

The Government is about to assume the con- 
trol of allits mints now under lease, and expects 
tu make a great saving by so doing. 

ere 


WALL-SIREET TALK. 


— 


The suddenly-deteloped demand for bonds 
by investors does not slacken. Yesterday, as 
for some days before, there were transactions in 
the Stock Exchange’s bond department far be- 
yond anything known in months. Bankers who 
are not speculators declare that there are good 
reasons for beheving that this investment buy- 
ing has come tostay. Itisn’t merely a spirt, 
they say; it has back of it thoughtfulness, con- 
servatism, and the carefully-considered plans of 


men who, having money in hand, seek safe and 
satisfactory opportunities for its use. It shows 
that thongh ai! interest seemingly has departed 
for the time from the stock market as a specu- 
lative field the investor isn’t inclined yet to 
pass by first-rate railway securities when funds 
are to be put where they need be productive, 
a Aa 


It was shown again yesterday, too, that recent 
quotations, so far as bonds go, are not to be 
taken as a guide as to what real market values 


are when a genuine demand comes. One issue 
of bonds that were offered at 117 some weeks 
ago—offered, finding no takers—brought 12: 
yeaterday in actual transactions, and this last 
price, it is worthy of note, was the highest point 
at which the issue has ever sold. The thought- 
ful Wall-street man sees no lack of significance 
in this. 
** 

Louisville and Nashville, Fennessee Coal and 

Iron, the Richmond Terminal issues, and the 


Southern stocks generally are leaders now when- 
ever anything like strength appears in the stock 
market. 
=z *® 
Much indignant criticism is heard among Wall- 
street men of the tactics pursued by the Illinois 


CentralRoad,toward the bondholders of the Cedar 
Falls and Minnesota lines. Itis averred that the 
action, defaulting on the conpons just due, was 
not taken with the cousent of the full board of the 
Tilinois Central Directors. A lawsuit with prom- 
inent men interested is af hand. 

x 


The East Tennessee, Virginia and Georgia 
combination 1s finding a good deal more liveli- 
ness than amusement in the refractory stock- 
holders of the Memphis and Charleston Rail- 
road. The Alabama courts have given those 
stockholders both recognition and indorsement. 

There are indications of a sharp fight for traf- 
fic between the New-York and New-Haven Road 
and the New-York and New-England. Bad blood 


has been shown in New-Haven, and not only 
contests in court, with the New-England Com- 
pany ou the defensive, are probable, but a war 
of rates need not be @ cause for astonishment. 


The city of Anniston, in Alabama, has just set- 
tled the long-disputed question of whether or not 
steel can be made in the South. The Anniston 
Bloomary is turning out steel blooms that prac- 


tical tests prove to be satisfactory to the last de- 
gree. Experts from the North have pronounced 
these blooms fully adapted to all general pur- 
poses. ‘The class of steel we make,” says one 
of the gentlemen interested in this new enter- 
prise, ‘is what we call a mild steel with great 
tensile strength, and it is suitable not only for 
boiler plates, chuins, horseshoes, &c., but as 
well for first-class tools.” This sort of progress 
is substantial; the boom that grows out of it has 
none of the fleeting corner-lot flavor toit. An- 
niston, and not for the first time, leads the new 
South far forward. 


——— ee 


HOPING FOR A RISE. 
PITTSLURG, Penn., Jan. 6.—To-day the rivermen 
are indulging in the anticipation of another coal 
barge risein therivers. Reports from all the up- 
river points state that heavy, continuous rain is 


falling, and thatthe smaller streams are consider- 
ably swollen. It is almost certain that by to-morrow 
there will be sufficient water to run out more coal. 
Should the hopes of the rivermen be fulfilled there 
will be at least 5,000,000 bushels of coal sent down 
the river. As all the ice has run out, the prospective 
fleets will not encounter the same danger that has 
been experienced by the tows now afloat. 


— rr 


Deerfoot farm sansages, made from dairy- 
fed pork, fresh every day, for sale by all first- 
class grovers.—Zvehange. 


eR 


Travelers visiting Boston pronounce the cele- 
brated REVERE MOUSE one of the best hotels in 
this country. Convenient to depots, business, shop- 
ping, and theatres. Rooms all light, elegant suites, 
excellent service, its world-famous cuisine better 
than ever. European plan. Rooms, $1 a day up. 


Men’s fine Calf Shoes, hand welt, $2 97; 
worth $4. KENNEDY, 26 Cort:andt-st., up stairs. 


SPECIAL NOTICES. 


EDWARD SCHENCK, Auctioneer. 
Extracrilinary collection of superb 
MODERN OIL PAINTINGS, 

By some of the greatest modern masters, 
Now on free exhibition at the 
SCHENCK ART GALLERY, 
No. 77 Cedar-st., (near Broadway.) 
until the hour of sale AT AUCTION, 

ON WEDNESDAY, THURSDAY, AND FRIDAY, 
JAN. 11, 12 AND 13, 1888, 
Commencing at 2:45 o’clock each day. 

These elegant a are largely the works of 
foreign artists, forming a collection of 
RARE EXCELLENCE AND GREAT VALUE, 
It will be observed on inspection that in almost 
every instance each _—. is a representative and 
important work. It has been my desire that the 

collection should be regarded as 
NEXCEPTIONABLE. 

The each arg are all the works of medaled art 
ists, who have received the highest honors at the 
Paris Salon and other art centres of Europe. I re- 
spectfuliy invite the art-loving public to examine 
this collection, as it !s one worthy of their inspec- 
tion. Catalogues mailed free on application. 


TO MOTHERS, 
“Mrs.WINSLOW’S SOOTHINGSYRUP for Chil. 
dren Teething,” softens the gums, reduces inflam. 
mation, allays pain, cures wind colic. 2d5c. a bottle. 
ESKS AND OFFICE FURNITURE IN 
great variety manufactured by 
T. G, SELLEW, 111 Fulton-sh 


SARA 
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MARRIED. 


CLARK—TAYLOR.—On Thursday, Dec. 22, 1587, 
at the residence of the bride’s mother, at Elm 
ford, New-York, by the Rev. J. K. Allen 
Tarrytown, N. Y., WILLIAM HENRY CLARE to 
GRACE EVERETT, youngest daughter of Sarah A, 
Taylor. 


DID. 


BARKER.—On Friday, Jan. 6, STEPHEN BARKER, 
in the 75th year of his age. 
Funeral services at his late 1 ae 24 East 
70th-st., on Monday, Jan. 9,at 11 A.M. It is 
kindly requested that uo flowers be sent. 


CORNELL.—Sndienly, on Wednesday, Jan. 4, 
ALBERT CORNELL, in the 72d year of his age. 
Funeralat his late residence, 18 West 52d-st. 
Saturday morning, at 11 o’clock. Friends and 
relatives invited to attend. Piease omit flowers. 
Interment private. 


MAKSHALL.—Suddenly, on Jan. 2, 1888, at Colo. 
rado Springs, Colorado, JULIA K., wife of Henry 
Rutgers Marshaii and daughter of the lau 
Winthrep S. Gilman. 

Relatives and friends are invited to attend the 
funeral services at St. George’s Church, Stuy- 
vesant-square, on Sunday, Jan. 3, at 2:30 P. M, 
Interment at Woodbury, Conuecticut. 

MILHAU.—On Jan. 4, 1888, at her residence, No, 
41 Lafayette-place, New-York, CATHERING 
LOUISA, daughter of the late John Maoning, and 
wits of Gen. John J. Milhau, late Surgeon 
United States Army. 

Relatives and friends are respectfully invited 
to attend the funeral services at St. Ann’s 
Charch, East 12th-st., between 34 and 4th avs, 
on Saturday, Jan. 7, at 10:36 A. M. Friendsan 
kindly requested to omit flowers. 


OLMSTEAD.—Snuddenly, on Jan. 6. LAWRENC! 
DWIGHT OLMSTEAD, only sonof Dwight H. ant 
Maria N. Olmstead, aged 32 years. 

Notice of funeral hereafter. 

POWNALL.—On Jan. 5, JOHN M., eldest son of 

William M. aud Catharine E. Pownall, aged 4? 


ears. 
Interred at Woodlawn Cemetery. 
SAMMIS.—Suddenuly, Jan. 6, at residence of het 
brother-in-law, Dr. John Shrady, 66, West 126th, 
et., SARAH FRANCES SAMMIS. 

Notice of funeral hereafter. 

SAXTON.—On Thursday morning, Jan. 5, 1888, 
JOHN SAXTON, in his 8Sth year. 

Funeral services from the residence of hig 
daughter, Mrs. J. S. Bennet, No. 114 West 42a 
st., at 11 o’clock, on Saturday, 7th inst. 

Interment at convenience of family. 

SHEPHERD.—Suddenly, at East Orange, N. J, 
Jan. 3, WILLIAM G, SHEPHERD. 

Funeral services from his late residence, 118 
Washington-st., on Monday, Jan. 9, at 3:30 P. M, 
Carriages will be in watting at Brick Church 
tation on arrival of 2:30 P. M. trainfrom N. Y. 
Interment private. Kindly omit flowers. 

THOMPSON.—At his late residence, 8 East 85th. 
st., of diphtheria, on Jan. 5, 1888, CEPHAS 
GIOVANNA THOMPSON, in the 79th year of his 
age. 

Funeral private. Memorial service at New 
Jerusalem Church, 35th-st., between Park and 
Lexington avs., on Sunday, Jav. 8, at 8 P. M. 


SPECLAL NOTICES. 





GIVE US THE DRIVE. 

We, the undersigned, heartily believe In a driva 
for speeding horses from 5¥th-st., west side, in 
Central Park, to 110th-st.. We further believe that 
it would be a great benefit to property and to the 
public and damage no one a dollar. A meeting 
will be held at CHICKERING HALL, (18th-st., 
5th-av.,) on MONDAY EVENING, Jan. 9, at § 
o'clock, to prove the necessity of such a drive. 

Addresses by Lion. KUGENE 8. IVES, LAWSON 
N. FULLER, and others. Quartet, Mme. ELLA DE 
CARLO, soprano, Mr. CARL DUFF, baritone; Mr; 
PAUL PFAFF, accompanyist: Mrs. ANDERSON, 
contrato; Mr. McCLINTOCK, tenor; EDWART 
B. KINNEY, organist. ALFRED DE CORDOVA, 
President Fleetwood Driving Clab, will preside 
Seats free. 

Robert Bonner, 
Frank Work, 

Jolin D. Kockefeller, 
D. O. Mills, 

tussell Sage, 
William Rockefeller, 
John R. Fellows, 

J. Hood Wright, 
W. E. Conner, 

A. B. Claflin, 
Shepard Knapp, 
Henry H. Rogera, 
W. H. Tilford, 

Rk. C. Rathbone, 
H. K. Enos, 
Matthew Riley, 
O. H. Payne, 


Cornelius Vanderbilt, 
Brayton Ives, 

John W. Harper, 
Roscoe Coukling, 
Stephen A. Walker, 
ti. M. Gallaway, 
Joseph W. Fiske, 

G. Morosini, 

Hugh J. Grant, 
Lawrence Kipp, 

José F. de Navarro, 
John D. Archbold, 
Benjamin Brewster, 
R. C. Combes, 

Samuel F. Sniffin, 

H. A. Hutchins, 

W. P. Thompson, 
And many others. 


FOR SALE, 
ONE DOUBLE HORIZONTAL SLIDE-VALVE 
STEAM ENGINE, IN FIRST-CLASS CONDI. 
TION; CYLINDER, 14 INCHES BY 30-INCH 
STROKE; FLY.WHEEL, 12 FEET DIAMETER 
BY 20-INCH FACE; BED PLATE, 15 FEET 9 
INCHES LONG BY 2 FEET 5 INCHES WIDE. 
CAN BE SEEN RUNNING AT “THE NEW: 
YORK TIMES” OFFICE, 


hy, 





AN EVEN TEMPERATURE 
MAINTAINED IN RESIDENCES AND PUB 
LIC BUILDINGS BY THE 
METROPOLITAN ELECTRIC SERVICE CO, 

EQUITABLE BUILDING. 


CHINESE AND JAPANESE DEPOT. 
NO, 186 FRON'T-ST., near FULTON-ST. 

i. C. PARKE is now receiving 
DECORATED CHINESE PLATES AND DISHES, 
ANTIQUE PURCELAINS AND CURIOS, 
Lanterns, Screl!s, Bamboo Furniture, &c, 





POST OFFICE NOTICE, 

(Should be read daily by all interested, as changes 
may occur at any time.) 

Letters for foreign countries need not be specially 
addressed for dispatch by any particular steamer, 
except when it is desired to send duplicates of bank. 
ing and commercial documents, letters not specially 
Soereeene being sent by the tastest vessels avail 
able. 

Foreign mails for the week ending Jan. 7 will 
close (promptly in all cases) at this office as follows: 

SATURDAY.—At 9 A. M. for the Netherlands 
direct, per steamship Schisdam, via Amsterdam, 
(letters must be directed * per Schiedam;’’) at9 A. M. 
for Europe, per steamship ttruria, via Queenstown, 
(letters tor France, Switzerland, Italy, Spain, and 
Portugal must be directed “per Etruria;”’) at 9 A. 
M. for France, Switzerland, Italy, Spain, and Portu- 
gal, per steamship Bretagne, via Havre, (letters for 
Great Britain and other turopean countries must be 
directed * per La Bretugne;”’) at 9 A. M. for Scote 
land direct, per steamship Ethiopia, via Glasgow, 
(letters must be directed * per Etliopia;’’) at 9 A. M. 
for Belgium direct, per steamship Waesland, via 
Antwerp, (letters must be directed “* per Waesiand ;”) 
atll A. M. for Hayti and Inagua, per steamship 
Alvena; at 3 P. M. for Truxillo and Ruatan, por 
steamship S. Oteri, from New-Orleans. 

Mails for China and Japan, per steamship Oceanio, 
(from Sav Francisco,) close here Jan. *5 at 7 P. M. 
Mails for Australia, New-Zealand, Sandwich, Fiji, 
and Samoan Islands, per steamship Mariposa, (from 
San Francisco,) close here Jan. *6 at 5:50 P. M., (or 
on arrival at New-York of steamship Republic with 
British mails for Australia.) Mails for the Society 
Islands, per ship City of Papeii, (from San Fran. 
cisco,) close here Jan. *25 at 7 P. M. Mails for Cuba 
by ra:l to Tampa, Fla., and thence by steamer, via 
Key West, Fla., close at this office daily at 2:30 A. M. 

*The schedule of closing of transpacitic mails is ar- 
ranged on the presumption of their uninterrupted 
overland transit to Sau Francisco. Mails from the 
East arriving on time at San Francisco on the day of 
sailing of sSieamers are dispatched thence the same 
dav. HhNRY G. PEAKSON, Postmaster. 

Post OFFICE, NEW. YORK, N. Y., Dec. 30, 1887. 
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CHARLES SCRIBNER’S SONS 
PUBLISH TO-DAY 
A NEW BOOK BY 
ROBERT LOUIS STEVENSON. 

MEMOIR OF FLEEMING JENKIN, 12mo, $1, 

The author, in giving a strong portrait of his 
friend, the subject of the memoir, throws so much 
light upon hisown personality that the book is sure 
to excite the greatest interest. It presents a char- 
acter study of uncommon power and of finished 
workmanship, and at the same time makes the reader 
the sharer of many of the distinguished author's 
youthful and more mature thoughts on literary, 
stage, and other topics. 

THE MEXICAN GUIDE. New Edition for 1888. 
By Thomas A. Janvier. With maps. Leather, 
net, $2 50. 

This manual, indispensable to any one visiting 
Mexico, has been revised to date, and has as one of 
its new ieaturesa map of the Republic of Mexico, 
For the fullness and accuracy of its information, 
presented in an agreeable style, the book is recog- 
nized as pre-eminent in its class. 


In accuracy, in experienced suggestions, in genial 
and shrewd appreciation of the people and the coun- 
try, “The Mexican Guide,” within the limits noted, 
seems to us to be almost beyond criticism.—The Na- 
tion. 


UNITED STATES NOTES. A History of the 
Various Issues of Paper Money by the Govern- 
mentof the United States. By John Jay Knox, 
late Controller of the Currency. New and 
cheaper edition. 12mo, $1 50. 


Perhaps no man in the country is better qualified 
than Mr. Knox to perform a work of this kind, and 
surely, within the limits proposed for himself, it 
would have been difficult forany one to perform it 
more satisfactorily. The volume is a careful and 
thorough review of ail legislation and of judicial de- 
cisions and public discussions relative to the ques- 
tions of currency since the organization of the Gov- 
ernment.—The New-York Tribune. 


*,* These books for sale by all booksellers, or sent, 
postpaid, on receipt of price, by 
CHARLES SCRIBNER’S SONS, 
743-745 Broadway, New-York. 
PUBLISHED THIS DAY. 
IRELAND'S CAUSE IN ENGLAND'S PARLIA« 
MENT. By Justin McCarthy. With preface 
by John Boyle O’Reilly. lvol. 12mo, in paper 
covers, 35 cents; in vloth covers, 50 cents. 
A new book of wonderful power and interest. 
TICKNOR’S PAPER SERIES. 

Just ready. BEATRIX RANDOLPH. By Julian 
Hawthorne. 

A TALLAHASSEE GIRL. 
son. Lately published. 

A FEARFUL RESPONSIBILITY. 
Howells. Ready Jan. 21. 

TICKNOR & CO., Boston. 
ARE YOU big + TO A WINTER RESORT? 


45 


By Maurice Thomp. 


By W. D. 


OUT TO-DAY, HAS A 
WINTER RESORT GUIDE, 
Giving places, prices. distances, and all particulars, 
Sold eve here: Five cents. 
Morris Phillips & Co., 3 Park-place. New-York 





FINANOIAL AFFAIRS. 


FRIDAY, Jan. 6—FP, M. 
The following tables show the range of 


ess and the amounts dealt in en the 


fork Stock Exchange to-day: 


STOCKS. 


First. High. 
Am. Tol. & Cable. 72% 2 
American Ex.....107 
CanadaSouthern. 56 
Canadian Pacific. 61 
“Chi. Gas Trust.. 30 
Central Pacific... 32 
©, & O, 1st pf. 

Chi. & 

Chi, & 
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o 


= 


a 
ne ee yt 
PD CR Sot 


eleeyeyeveyeye) 
or ree as 


FP 


Cin., W. . pt. 
Colorado Coal..... 5 
Col, H. V. & Tol. 
Col. & H. Coal.., 27 
Del, & Hudson...1044 
Del,, Lack. & W..12918 
Denver & R. G.. 23 
E.T., V. &3 10 
E.T,. V.& G.2d pf, 22 
*Fla.,*R. & N. pt. 34 
Fort W. & D. C. 4413 
Green Bay &Win. 8% 
Illinois Central,.1164 
Iil.C, leased lines. 95 
L, E. & West 15 
L. EK. & W. pf.... 45% 
Lake Shore...... 9533 
Long Island...... 91 
Louis. & Nash... 624 
Manhattan en.... 95 
Manhattan Bh... 104 
Mich. Central.... 8642 
Mil, L,.S.& W, pf.104 
Minn. & St. L... 7 
Missouri Pacific.. 88% 
Mo., Kan. & T.... 17% 
Mobile & Ohio... 9% 
Marsh. Con. Coal. 7 
Nash.. C. & St. L. 77 
.J. Central...... 
N. Y. Central 
N.Y... Gt Wiss. 
Y.& New-Eng. 37 
ey kh. he See 21% 
Y.. C. & St. L. 
NY,C. StL stpf, 
NY.C.&8tL.2d pf. ¢ 
dD L. kK. & W. 23° 
] S40 -..>. 4 
? .S. & W. pt 380% 
Norfolk & W. pf.. 4: 
Northern Pac. pf. 47 
Ohio & Miss...... 
Ontario & West.. 
Oregon & Trans.. 
Pacific Mail...... 3 
Peo., Dec. & Ev.. 2 
Phila. & Reading. 
P., Ft. W. & C....152 
Pull, Pal. Car Co..1404 
Quicksilver 
Quicksilver pf.... Sf 
Rich. & W. P...... 2 
Rich, & W. P. pf. | 
RK... W. & 4+ 
ft. L. & S. F...... 355 
St. L. & S. F. pf... 71! 
&t,L.&8.F.1st pf.11i3% 
&t. P. & Duluth... 6 
St.P.& Duluth pf.10 
st. P, & Omaha... 394 
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PAA 


.¥. 
hee Mag 
ee 
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Last. 


bl eh 2 ct 
BINT SHLe 


393, 


Sit, P., M. & M......110% 110% 110% 


Tenn. Coal& Tron.,. 
Texas Pacific,.... 
Union Pacific 

U.S, Express..., 69 
W., St. L. & P. pf. 28° 
West. Union Tel. 7 
Wheeling & L.E. 5 
Whitebreast Fuel 8y 


LOly 


ow- 


4,361 
100 
10 
100 
160 
123 
110 
133 
540 
300 
400 
800 
8,655 
10 
400 
5,756 
1,300 
300 


OGRE CODE Sat kc apunsencovccusvasuecepeesys 158,290 


* Unlisted. 
RAILROAD 
First. Hiah. Le 
Amer. Dock 5s....142 102 
At., Col. & P. 48.. &1 
B.. H.T & W.5s8. 98 
Cairo & Fult. lst.105 1 
Can. South. Lst...106 
Can. South. 2d.... ®2% 
EF. & 5 
ent. | 
Pac. 
Pac. 
& B.ofGa.goldé 
hes. & O. cur. 68s. 224 
., B. & Q. 5s. deb. 105 18 


10 36 


y Ventlen antl astentiediedlan 


~ &el. Cn..123 
. O., C. & I. lst.119%2 
(. Coal & Tron 68.101 
‘ol. & H. V. 58... 7 
D.&H.1st7s,"91,r. 106% 
Den. & Rio G. 48. 76%, 
Den., S. P.&P.lat 784 
bet., B.C. &A 1s 

D., M. & M. 1. g.. 
E. T., V.& G. ¢.58. 96 
Eliz. & B. S.ist.. ¢ 
Erie 2d cn.......- 973, 
Ft. W. & D.C. lst. 79: 
Gt. Western 2d... 58 


G.,C. & 8. FP. lst... 
H. & T. 1st, m, 1. 
H. & T. lst, West. 
Iron Mount. 1st..110 
lron Mt. gen. 58.. 90% 
Kan. Pacific cn...1024 
Kan. Pac. 638, °¥4..112 
Kan, c& Tex. on...105% 
Kan. & Tex. gn.fis. 714 
K. C. & N. r. e. 78.112 
Kentucky © 48.. 69 
Knox. & Ohio lst. 89 
lL. KE. & W. 5s.....10 
Lake S. lst cn., c.12/ 
Lake S. 2d cn., ¢..122% 
Lake &. 21 cn., r 
L. & W.B. 
L. & N. tr. 6s.....109 
lL. & N lst,Cee.bh.108 
Met. Elev. ist....116 
Mex. Cent, inc.... 20 
M., 1:8. & W. 1st, 
Ashland. ......- 117 
M. & St.L. 1st....105 
M.& E.7s8 of 1871.126 
bs 1.1051, 
. 98 
N.O. wt.r. T54% 
Y.Cent. deb.5s.109 
v.Y.,(.&56.L.1st. 867%, 
City & N. 538.1027, 
TY.S.aW.rtg.5s. 92% 
North. Pac. lst...116 
North. Pacific 24.104 
North. P, Ter.1st.100 
Northwest ext.4s. 
N. W. 5s, deb 
Ohio & M. cen. 7s.. 
Ohio South. ine... ¢ 
Ohio South. ist.. ¢ 
Omaha & St.L.ist 7 
Oregon 8. L. Gs... 
Oregon k.& N.1st. 
Ore. R. & N.cn.ds. 
Ore. & Trans. lst. 93% 
*Penn. 449s........ 105% 
Pittsburg&Wl1st. Tl. 
Rich. & Dan. 6s..109% 
R.& W.P.T.tr.6s.. 88 
Roch. & Pitts. en.113 
Rock Island 6s....107 
R., W.& O. en...102 
st. J. & G. I. lst.. 98 
St. L., A.& T. lst. 984, 
St. L., A. & T. 2d.. 417% 
st.L.@S.F.gen.53.100 14g 
St.L.&8. F.gen.63.1123, 
St. Paul & O. cn..120 
St. Paul lst 8s ...128 
St.P.1s0, C. & Mo. 
R. 5s 


95 


st. P. lst, La C...114 

st. P., C. P.W.5s.1014 

So. Pac.of Mo. 1st.1004, 

S. P. of N. M. 18t.1053g 105%, 
Tex. Pacific 1st...106 106 
T.P.inc.|.g.t.r.ass. 4749 & 4749 
T. P. lst, Rio, t.r. 66 66 
T.,A.AA.&N.M.1st. 88 88 
T..St.L&K.C.1lst. 9153 915, 
Union Pac. s. f ...119 119 
VU. P. lst of 1897.113 113 
DU. P. lst of 1898.113%% 

U. P. lst of 1899.114 

Utah South. ext. 93 

Va. Mid. gen...... 78 
Wabash Ist 107%4 

West Shore 4s, c..100 

West Shore 4s, r..10045 


MORTGAG 
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Last. 
102 
81 
98 
105 1a 
106 
923, 
85 
102 
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OSeNN 
SASK 


om we 


1071s 
102 
98 
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100 


Sales. 
$1,000 
5,000 
5,000 
4,090 
7,000 
26,000 
5,000 
4,000 
1,000 
8,000 
15,000 
20,000 
11,000 
500 
4,000 
1,000 
1,000 
9,000 
5.000 
8,000 
14,000 
1,000 
25,000 
19,000 
20,000 
36,000 
31,000 
23,000 
15,000 
9,000 
8,000 
1,000 
2,000 
1,000 
4,000 
7,000 
16,000 
37,000 
1,000 
4,000 
1,900 
7,000 


16,000 
24,000 
5,000 
2,000 
5,000 
35,000 
16,000 
1,000 
32.000 
2.000 
13,000 
1,0€0 
6,000 
73,000 
3,000 
5.000 
6.000 
25,000 
1,000 
12,000 
16,000 


21,000 


TGR BORON cc pchncdcocckcccsnscaues «++e--1,315,500 


‘Seller 15. 


SALES AT THE NEW-YORK 


AND PETROLEUM EXCHANGE, 


First. High. 
1.60 
45 
2.65 
.B5 
1.65 
6.50 

.08 x 

22.25 


Amador 
Jarcelona 


Bulwer 

Brusswick BE 
Best & Belcher. 6.50 
Veahier.... ++...) .08 
Con. Cat. & Va...22.25 1 
(‘on. Imperial... 3.1245 3.12% 3. 
Deadwood 1.90 1.90 1. 
‘ureka Con 6.25 6.25 6. 
Found Treasure. 2.00 2.00 2. 
Green Mount.... 


-O7 -OT 05 -05 
Hale& Norcross.13.37 42 13.37 4s 13.3732 13.37% 
88 88 88 88 


Horn Silver 
Little Pittsburg. 
Lacrosse 

Little Chief 
Mono 

Miadle Bar....... «i 
Mexican.......... 5. 


N orth 

Ophir, ...sccc-en0s 10.25 
Plymouth 

Proustite 
Rappahannock ~ 


+25 
ll -ll 
-26 
1.60 
31 
5.25 
-90 
8.25 
10.25 
19.75 
2.50 


San Sebastian... 3.25 
Security......... 1.00 
Sierra Nevada... 5.00 
Sutro Tunnel... as 


Wellow Jacket... 6.25 


Low, 
1.60 
45 
2.65 
85 
1.60 
6.50 
07 
21.8 
1 
0 


+25 . 


Last, 
1.60 
4 


7 
2 
0 
5 
Q 


25 


5. 
-90 
6.25 
10.25 
9.75 
2.40 


8.1214 


3.25 
EE 
-75 

6.25 


85 
6.12% 
4 


CONSOLIDATED STOCK 


Sales. 
1,700 
100 
700 
300 
1,200 
250 
700 
1,100 
300 
200 
200 
200 
200 
150 

1 


70 
16,900 
300 
640 
100 
400 
850 
9,500 
240 
300 


TOtAl GROG... .cciesncercactce iipaasekwes «ose--- 40,830 


STOCKS. 


First. Fiigh. 
Am. Cotton Oil.. 3143 
Bost., H. & E.,n.. 3-16 
Can Southern. 561s 
Cc. St. P.M. & 0. 39% 
Central Pacific... 325 
C., R. 1. & Pacific.11242 
Chi, M. & St. P.. 75% 
Chi. & N. W 107 53 
Del, Lack. & W.129%% 
Del. & Hudson...105 
Erie 284, 


Hocking Coal.... 
Lake Shore 

Lonis. & Nash... 
Lake Erie & W.. 
Minn. & St. L.... 
Missouri Pacific. i 


- 


Mo., K. 
Michigan Cent... 


Mapherer con... 
Sy Os Oy 
+¥, a oy 


Lew. Last. 


Sales. 
539 
500 
110 

30 
100 
100 


First, Tigh. 
N.Y., Sus. & W.. 9% 9 
N. Y., 5S. & W. ph. 
N. J. Central..... 7 
N. Y., Ont. & W. 
Norf. & West. pf. 
Nash., C, & St, L. 
Oregon Trans.... 
Ohio & Miss 

Pacific Mail...... 
Peo., Des, & Ev.. 
Phil. & Reading. 
Rutland 

Rich. & W. P 

St, L. & San F.... 
Bt. L., A. & T..... ; 
Texas Pac. t.r.... 2 
Union Pacitic.... 
Vioks. & M. pf... 
West, Nat, Bank. 
Wisconsin Cent.. 
W., St. L. & P. pt. 
Western Union.. 
Wheeling & L. E, 


NIA se. 
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TORT GALEN. 6 codes cect ccievstese Sieahesudaaees 55,358 
BONDS, 


High. 
16% 


ast, Sates. 


Hocking V. cn...._ 71% 
Kansas Pac. on.,.102%2 
N.Y..0.€8t. 1.48 867% 
Oregon S. L. 1st..10143 
St. L., A. & T. 1st. 98%4 
st. L., A.& T. 2d. 41% 
St. J. &G. I. lst. 98 

Vicks. & M. 3d... 6% 10,000 


Total eales..............- ete ies wuaeen eee $127,000 
OIL. 


Pipe Line Certs.94 94% 92% 93 2,438,000 
CLORROOE: 5 ae oe cc esphecarethuskoasnaneh 7,010,000 


Notwithstanding great dullness, the stock mar- 
ket was strong. The coal miners’ strike and the 
rate cutting in the West had no depressing influ- 
ence, The temper of the room traders for the time 
favored higher prices. The principal changes 
were: Advanced—Nashville and Chattanooga 
1%; Wheeling and Lake Erie 112; Columbus 
and Hocking Coal, Delaware and Hudson, 
and; New-York, Susquehanna and Western 
preferred each 38; 8t. Paul preferred 11g; In- 
dianapolis and St, Louis 1, Richmond and West 
Point preferred and St. Paul and Duluth 7a, and 
Chesapeake and Ohio First preferred, St. Paul, 
Louisville and Nashville, and Ohio and Mirsis- 
sippi each %. Teclined—Manhattan consolidat- 
ed 1%; Colorado Coal and St. Loujisand San 
Francisco each 73, and Rock Island, New-York, 
Chieago and St. Louis second preferred, and 
Wabash preferred each %, 

Money on call loaned at 4@5 ¥ cent. The 
last loan was made at 4 ¥ cent. 

The Foreign Exchange market was strong. 
The posted rates for Sterling were $4 8415 for 
60-day bills and $4 8719 for demand, Actual 
business was done at $4 8342@84 83% for 60-day 
bills. $4 861.784 86% for demand, $4 87@ 
$4 8714 forcable transfers, and $4 8S24aP4 82% 
for commercial bills. Continental was steady. 
Frances were quoted at 5.2312@5.2249 for long 
and 5.2059@5.20 for short; Reichsmarks at 954s 
@95\4 and 9553@95%, and Guilders at 4014 and 
401y. 

Government bonds were quict. The 45 re- 
gistered declined 44. The sales on call were 
$2,000 4s registered at 126. In State securities 
$2,000 Missouri 6s of 1889 sold at 102, In bank 
stocks 15 shares of Central sold at 129. 

The railway mortgage market continued 
strong and active. The trading was unusually 
well distributed. St. Louis, Arkansas and Texas 
Firsts led inypoint of activity, and they closed 
113 higher than yesterday. The principal changes 
were: Advanced—Louisville and Nashville, 
Cecilian Firsts 3; Denver, South Park and Pa- 
cific Firsts l1u; St, Louis, Arkansas and Texas 
Seconds 144; do. Firsts 148; Colorado 
Coal 6s, Detroit, Mackinac and Marquette 
land grants, Morris and Essex 7s of 
1871, Oregon Transcontinental Firsts, 
Rochester and Pittsburg consolidated, Union Pa- 
cific sinking funds, and do, Firsts of 1898 each 
1; St. Paul, {owa and Minnesota Firsts 7, and 
Northern Pacific Seconds %. Declined—Great 
Western Seconds 2; Houston and Texas Central 
main line Firsts 114, and Kansas and Texas con- 
solidated and Union Pacific Firsts of 1897 
each %. 

American Cotton Oil Certificates were fairly 
active and strong. They sold at 31@32@31 4. 
In mining stocks Security of Colorado sold at 
93. 

The imports of dry goods for the week were 
$2,344,625, The amount marketed was $2,217,- 
195. 

The Seaman’s Bank for Savings has declared 
semi-annual interest at the rate of 4 # cent. on 
deposits not exceeding $1,000 and 3 # cent. on 
the excess up to $3,000, payable Jan. 16. 

The Bank of Kentucky has declared a semi- 
annual dividend of 4 # cent., payable on de- 
mand. 

The Central Pacific Railroad Company will 
pay $1 ® share on its capital on and after Feb. 
1, on presentation and surrender of dividend 
warrant No. 18. 

The following were the bids for bank stocks: 
AIOOTIO: Doo c aces acces 173 
American Exchange 140 
Broadway...........- 257 
Butchers&Drovers’.161 164 
Central National....129 |Mechanics &T’d’rs’,145 
Chase National Mercantile, .......... 147 
Chatham Merchants: 

Chemical Merchants’ Ex 
City Metropolitan 
Commerce DIASGRU. «no. ccccccsee 150 
Continental... New-York...........212 
Corn Exchang N. Y. National Ex..115 
East River...-.-. New-York County... 
Eleventh Ward Ninth National 

North America. 

North River., 

165. [OPMONTAL. ....ccccccoce 185 
Fifth-Avenue-......« FOO. APACS, 26.6 cc0cccedess 162 
Gallatin National...200 |People’s.............. 175 
Garfield National...200 i 
German-American..115 
Germania y 
Greenwich 
Hanover............- 182 
Importers&Tr’ders’.335 

150 

so following is the Clearing House statement 
to-day: 


Exchanges. .$100,167,185 | Balances $6,039,223 


The following were the closing quotations for 
Government bonds: 


Bid. ase Bid, Asked, 
419s, 91, r....10732 108 %4/Cur. 6s, 1896.121 
4398, 91, 0....10732 10834/Cur. 6s, 1897.123 
4s, 1907, r....125%, 1264)/Cur. 6s, 1898.123 
4s, 1907, c....12542 126 jCur. 6s, 1899.127 
Cur, 6s, 1895,119 Rie 


PHILADELPHIA STOCKS, 


Bia, ee. Rid. Asked, 
3, 541\o\Jersey Cont. 76%, 
323,|/Ore. Trans... 21% 
5514\St. Paul 257%, 
227,| Reading gen.10i44 
4714|Reading inc.. 81% 
Lehigh Nav.. : 49 |Read.2d,s. 5s. 74 
B., N.Y. &P. 10% 10%'Traction...... 71 
i 


THE CALIFORNIA MINING STOCKS. 
SAN FRANCISCO, Cal., Jan. 6.—The official 


15,000 
6,000 


Republic 8 
Second National....23( 
15 


. closing quotations for mining stocks to-day were 


as follows: 


Con. Cal. & Va. 
Crown Point 
Eureka Consol.... 5.8749/Sierra Nevada.. . 
Gould & Curry.... 4.70 |Union Consol...... 4. 
Hale & Norcross..10.87 49] Utah 
Commonwealth.... 4.00 | Yellow Jacket 
Nevada Queen.... 2.50 
Mexican 


6. 
5. 


Belle Isle A5 
North Belle Isle.. 8.374 


Se aE 
BOSTON CLOSING PRICES. 


Boston, Jan. 6.—The following are the 
closing prices at the Stock Exchange to-day: 


Atch, & T. 1st 7s3.119.00 (|S. Diego Land Co. 52.50 
Atch. & To 95.25 loi Colony 

Boston & Albany.197.00 |Rutland pf 

Boston & Maine.210.00 | Wis. Central 

Chi., Bur. & Q...128.37%9| Allouez M, Co.,n- 

Cin., San. & Clev. 20.00 |Calumet & Hecla.190.00 


118.00 |Franklin 

Flint & Pére M.. 24.50 |Osceola... : 
Flint&Pére M. pf. 96.25 |Quincy 61.00 
Mexican Central. 14.6249/ Bell Telephone...213.00 
Mex. Cent. lst... 66.8742|Boston Land 7.623, 
N. Y. &New-Eng 37.75 |Water Power..... 8.00 
Tamarack M. Co.124.00 |West End Land.. 24.00 
Mass. Central.... 22.00 |Lamson Stores... 49.50 


JHE FOREIGN MARKETS. 


LONDON, Jan. 6—4 P. M.—Consols, 103 1-16 for 
money and 1034s for the account. Atiantio and 
Great Western first mortgage Truatees’ certificates, 
3944; Canadian Pacific, 641g; St. Paul common, 77 7~; 
New-York Central, 1124; Reading, 34; Hudson’s 
Bay Company, 23. Bar Silver is quoted at 44 5-16d. 
#? ounce. Parisadvices quote 3 cent. Rentes at 
$1f. 374ec. for the account and Kxchange on Lon- 
don at 25f. 30%9c. for checks. 

5 P. M.—Meney 1 ® cent. 

LIVERPOOL, Jan. 6.—Provisions—American Refrig- 
ag Beef—Fore quarters, 3%4d.; hind quarters, 6d. 


4 P. M.—Cotton—Futures closed steady; Uplands, 
Low Middling clause, January delivery, 5 39-644, 
buyers; January and February delivery, 5 39-644., 
buyers; February and March delivery, 5 40-64d., 
buyers; March and April ewe e si 5 42-644d., sell- 
ers; April and May Aled 5 43-644, buyers; May 
and June delivery, 5 45-64d., buyers; June and July 
delivery, 5 47-64d., buyers; July and August deliv- 
ery, 5 49-64d., buyers; August and September de- 
livery, 5 50-64d., buyers. 

LONDON, Jan. 6.—Provisions—American Refrigera- 
tor Beei—Fore quarters, 2s. $d.; hind quarters, 4s. 
2d. 2 8 th., by the carcass. Produce—Australian 
Tallow—Mutton, 248. 64.@26s. # cwt. 

LONDON, Jan. 6—4 P. M.—Produce—Calcutta Lin- 
seed, 38s. 94, # quarter; Linseed Cake, £6 58.0 
£6 7s. od. # ton for Western, RKefined Petroleum, 
6 13-16d.@742d. # gallon. Spirits of Turpentine, 
29s. 410d. # cw. 

ANTWERP, Jan. 6.—Wilcox’s Lard closed at 93f. 
75c. # 100 kilos. Petroleum—Fine Pale American, 
18f. 75c. paid and 1972, sellers. 

BREMEN, Jan, 6.—Wilcox’s Lard closed at 36 marks 
ot pfennigs # 160 tb. Petroleum, 7 marks 75 pfen- 
nigs. 


THE OCOLT1I0ON MARKETS. 


NEW-ORLEANS, Jan. 6.—Cotton steady; Mid- 
dling, 9%ac.; Low Middling, 9 9-l6éc.; Good Ordinary, 
9ac.; net receipts, 8,837 bales; gross, 8,921 bales; 
exports, to Great Britain, 4,334 bales; to the Con- 
tinet, 5,341 bales; coastwise, 700 bales; sales, 4,500 
bales; stock, 411.879 bales. Weekly—Net receipts, 
56,361 bales; gross, 59,321 bales; exports, to Great 
Britain, 28,777 bales; to the Continent. 10.105 
bales; coastwise, 11,745 bales; sales, 32,250 bales, 


SAVANNAH, Jan. 6.—Cotton quiet; Middling, 
95ac.; Low Middling, 8%4c.; Good Ordinary, 8*4c.; 
net and gross 5 a berp 1,991 bales; exports, to the 
Continent, 6,760 bales; coastwise, 4,137 bales; 
sales, 1,900 bales; stock, 119,843 bales. Weekly— 
Net receipts. 19,707 bales; gross, 19,723 bales, 
exports, to Great Britain, 4,590 bales; to the Con- 
Baeah, 11,060 bales; coastwise, 26,626 bales; 
pales, 7,660 Vales, 


‘OOMMEROIAL AFFAIRS. 


NEw- YORK, Friday, Jan. 6, 1888. 

COFFEE--Iad a moderate call, in private trade 
channels, and ruled about steady; 2,200 bags Mara- 
caibo sold on private terms....And in the option line 
Rio Coffee sold to the extent of 127,000 bags, and 
fluctuated widely, (in good part in sympathy with 
Havre and Hamburg, whence the early cables were 
of a sharp break, and the latest of a partial and 
slight rally, with Rotterdam quoting good ordinary 
Java Coffee there down to 47c.,) and here, at the 
outset, values receded about 10@30 points, but 
were subsequently advanced materially, (free cover- 
ing purchases noted,) and left off firmly on a gain 
for the day of 15@25 peints, with January, 1883, at 
15.40¢.@15.50c¢., February at 15 05c.@15.10c., March 
at 14,95¢,.@lbc., (having ranged from 14,70c.@ 
15¢,,) April at 14.85¢.@14.95c., May at 14.80c.@ 
14.90¢e., (having ranged from 14.55¢.@14.85c.,) June 
at 14.75¢.@14,.806., July at 14.40c @14,45c., and later 
deliveries, to December, 1888, at 13.30c.@14c. 

COTTON—More animation was noted in the spec- 
ulative line, and atthe ontset at a shade stronger 
prices, but under freer offerings the market weak- 
ened again and closed easy on adecline for the day 
of 1@3 points, with Jannary at 10.40c.@10.41c., 
February at 10.49¢.@10.50c., March at 10.61¢.@ 
10.62¢., May at 10.80c.@10.8lc.. and August at 
10.98¢.@10.99e. ...Sales here, 111,890 bales, all told, 
on options..,,And for prompt delivery spinners 
bought 196 hales and speculators 18 bales at full 
previous priees,...Cables of irregular markets,... 
Receipts at the shipping ports to-day, 23.774 balas, 
and this,week, 157.266 bales, against 187,549 bales 
last week, and 158,964 bales the corresponding week 
last year, and since Sept. 1, 4,125,036 bales, against 
3.873.714 bales same time in crop ge 4 of 1886-7. 
..-.Exports (six days) to Great Britain, 82,511 bales; 
Continent, 30,432 bales; France, 2,849 bales.... 
Stock at all ports, 1,039,015 bales, (of which here, 
191,776 bales.)....Week’s exports hence to Europe, 
22,555 bales, 

FLOUR AND MEAL—WuHrEat FLouR favored 
buyers slightly on increased and more urgent of- 
ferings and, generally, a less active movement, 
though a good business was noted in the export 
interest, mostly for ports in Great Britain, (this 
chiefiy in. Flour, in sacks, and in part through, ag 
favored to some extent by the reported cutting in 
freight rates by rail to the seaboard.)....Arrivals 
here to-day, 9,403 bbls. and 19,716 sacks, and clear. 
ances hence, 1,836 bbls, and 2,635 sacks; and, for 
the week, to Europe, 165,844 sacks and bbis....Sales 
reported of 23.150 sacks and bbis., (about 10,150 
sacks ana bbls, credited to shippers,) of which 
1,000 sacks and bbls. Low Extras at $3@#3 50, 
about 1,950 sacks and bbls. City Mills Extras, of 
which part for West Indies at $4 40@$4 75, as to 
brands and pks., and Patent Extras at $4 80@#5; 
and about 9,600 sacks and bbls, Spring Wheat Ex- 
tras, of which about 4,100 sacks and bbls, Patent 
Extras, the bulk at $4 65@¢5 10—though poor, in 
sacks, wentaslow as#4 30@#4 40, (3,900 sacks clear 
and straight Extras went at $3 65@3 90 for shiv- 
ment;) abont 6,150 sacks and bbls. of Winter 
Wheat do., about 3,450 pks. of Superfine, (of which 
bulk Winter, in sacks, at $2 65@$2 90,) 1,700 pks. 
Fine, 875 bbls. Southern Extras, and 775 bbls. 
RYE FLOUR within the previous range. ...CORNMEAL 
unchanged onamoderate business.... BUCKWHEAT 
FLOUR selling less freely and quoted easy at $2 15 
@$2 25, (1,053 bags received.)....FEED as last 
quoted, but quiet. 


WHEAT—Winter Wheat was only moderately 
active in the local market, even on speculative ac- 
count, but was again quite variable, (partially in 
sympathy with the West; cables generally spirit- 
less and unsatisfactory,) giving way here early on 
the option list about ‘9c.@%%c. under a pressure of 
selling orders, to rally through the later dealings 
(partly on covering purchases) to within 48c, of the 
final quotations of yesterday. as a rule, and closed 
steadily, while for prompt delivery, had rather more 
attention, mainly trom shippers, (though even from 
this source not to un important extent,) but at a 
reduction of abont 14¢.@ec., leaving off more firmly, 
(following theoptions,) No.2 Red, afloat ranging from 
92445¢.@93c.,and free on board, from store, closing at 
the outside figures, with the sales of Wheat reported 
on options reaching 38,520,000 bushels, (of which 
2,408,000 bushels for May,) and_ for early delivery 
comprising abont 157,000 bushels, (of which latter 
84,000 bushels credited to shippers,) all Red Wheat, 
graded and ungraded, against receipts here of 34,100 
bushels and clearances hence or no important lots; 
and to Europe this week. 169,503 bushels.... Andon 
the option list market closed here steadily, No. 2 Red, 
for January, 1888, at 91lac., A aadparay f at 924>c,, 
March at 93%ec., April at 94%3c., May at 95s0., (hav- 
ingranged from 945 c.@95'sc.,) June at 954c., and 
December, 1888, at 98 \4c.,(having ranged from 97 4c. 
@IB 4c. 

CORN—Was in less favor, and again generally a 
trifie cheaper....Arrivais here to-day, 49,500 bush- 
els, and clearances hence, 10,203 bushels, and to 
Europe this week, 108,448 bushels....Sales, 250,000 
bushels, (about 42,000 bushels for early delivery, 
of which none to shippers,) including No. 2, in ele- 
vator and store, at 6242c., closing at 62 49c.; do., afloat, 
at 63%c.@64c., closing at 63%4c.; steamer Mixed, in 
elevator, at 6l4c.; No. 3, in elevator, at 604c.@2 
60%4¢., mainly at 60%Qc., and ungraded Mixed and 
Yellow and White, to arrive and here, at 60 42c.@63c., 
as to quality....And of No. 2 Corn, for January, 
40,000 bushels, at 62¢.@62%c., closing at 624n¢.; 
do.,, February, 48,000 bushels, at 624c.@62%c., 
closing at 624c. bid, and May, 120,000 bushels, at 
627%9c,@63c., closing at 63c. bid. i 

OATS—Were less sought after and quoted offin 

rices 19c.@4o,, and at the close easy....Arrivals 
iere to-day, 5,800 bushels, and clearances here 
1,000 bushels 
23,000 bushels for early delivery,) including No. 1 
White, in elevator, at 43c.; No. 2 White, in ele- 
vator, about 16,000 bushels, at 4149c.@42e., closing 
at 41%4c.; do.. Jannary, 15,000 bushels, at 41%4., 
closing at41%4c.; do., February, 45,000 bushels, at 
424:c., closing at 42%0c.; No. 3 White at 39%20.@ 
40c.; No. 2, in store and elevator, about 34,000 
bushels, at 3819c¢.@38%4c., closing at 3849c., (against 
38%c, yesterday;) No. 3, in elevator, at 38c.; un- 
graded White, to arrive and here, at 40c.@46c., and 
ungrated Mixed at 37c,@40c....And of No. 2 Oats. 
for January, 55,000 bushels, at 3829c.@38%4c.,closing 
at 3819c. asked; February, 25.000 bushels, at 39 4oc., 
closing at 39\9c¢.,and May, 85,000 bushels, at 41c.@ 
41 1,c., closing at 41c, bid. 

NAVAL STORES—In increased favor and held 
more firmly, with Resin at $1 07%2@$1 10 for 
Strained to Good Strained, and Spirits of Turpen- 
tine up to 40c. bid, (Southern reports stimulating.) 

PETROLEUM—Speculation in Certificates of 
Crude Petroleum further diminished in volume, and 
through various fluctuations prices declined for the 
day 1, closing barely steady....Opening price, (as 
officially reported.) 94; range for the day, 92%@ 
9414, closing at 93 bid, (against 94 yesterday.).... 
Sales to-day, 2,438,000 bbis., (against 3,476,000 bbls. 
yesterday.)....Refined and Crude Petroleum, in 
shipping order, held to previous figures, but very 

niet. 
. PROVISIONS—Hog products further weakened 
in price ona restricted business....PORK very dull 
within our previons range.... DRESSED HOGs selling 
moderately at yesterday’s figures....Arrivals at in- 
terior points, 53,989 head ...CUT MEATS and BACON 
inactive here, quoted as_ before ...At the West 
purchases were made on New-York orders of 350 
bxs. Short Clear Middles at $8 15@$8 3u....Western 
Steam LARD further declined, on a moderately active 
business for prompt delivery, closing at $7 87, 
(1,250 tes. sold at $7 8742@$7 9249,)....And of City 
Lard 125 tes, went at $7 70@$7 75....And in the 
option line Western Steam Lard sold to the 
extent of 13,000 tes., and again yielded for the day 
3@6 points, theugh leaving off more steady, with Jan- 
uary at $7 82, February at $7 85, March at $7 92, 
Aprilat $7 98, May at $8 05, June at $8 10, July at 
$8 15....Refined Lard quoted for Continent at 
$8 10 and South America at $8 50....BEEF in 
some request, with Extra India Mess, in tcs., at $15 
@#\18 as to brands, and other kinds as before.... 
BREF HAMS unchanged, but dull.... BUTTER moder- 
ately sought after,and best make stronger, Elgin 
Creamery going at 34c., and good to fancy Western 
at 22c.@28c., and best State Dairy at 25c.@27c.... 
CHEESE higher and in more demand, with best East- 
ern Factory at 124sc.@12%sc, for White and 12c. for 
Colored, and good to choice do. at 11c.@11%4e., 
and Ohio, fine, at llJec.@11%c....Free purchases re- 
— made of fancy Cheese in West Canada, (about 
clearing up stock of that class there.)....EGGs 
irregular and in less request, with best 
domestic quoted at 23c¢.@260. for Southern, 
Western, and Eastern...:Of TALLOW 175,000 
tb. went at 4%:c., and this rate further bid. 
..--STEARINE—Choice city, in hhds., quotedjat 84sc. 
asked. ..-OLEOMARGARINE at 64gc. (about 250,000 tb. 
bought recently by local refiners at 61sc.)....OIL 
CAKE in more demand and held firmly....OILs, 
hardening in price and wanted....0f Cottonseed 
Oil, 200 bbls. Crude, off in quality, sold at 35c.: 
prime quoted at 36c. bid aud 37c. asked, with 
rime techoice Summer Yellow at 4] »9c.@48c.... 

leomargarine Oil up to 1llc.@13¢e. as to brands and 
sought after....Of Cocoanut Oil, 120 tons Ceylor re- 
ported sold at about 5%¢....Week’s exports 
hence to Europe 1,488 bbls. Pork, 2,855 tes. and 
bbis. Beef, 5,595 tcs. and 16,118 pks. Lard, 
8,269 bxs. Bacon, 24,976 bxs. Cheese, 2,687 pks, 
ee gals 1,063 pks. Butter, and 18,456 bags Oil 
Sake. 

SUGARS—Raw ashade dearer on a freer move- 
ment, embracing 8,700 bags Pernambuco, 88° test, 
51gc.: about 65,000 mats Iloilo, to arrive, at 4 9-16c.; 
24,500 bags Rio Grande, 85° test, 5 1-32c.; 2 cargoes 
Ceutrifugal, 96° test, to arrive, at 3530.@3 11-16c., 
cost and freight....Refined in more urgent request 
and quoted up 1-l16c.@gc....Week’s exports hence 
onlv 290 bbls. 


FREIGHTS—The general movement was mod- 
erate, and rates were quoted essentially unchanged. 
Accommodation by steam for Flour, through and 
local, had chief attention, (equal to about 2,500 
tons Flour, in sacks, reported for ports in Great 
Britain at 108,@12s. 64.,in good part for London, 
Avonmouth, and Bristol,) and for Oil Cake was also 
wanted to a fair extent, while for most other classes 
of cargo in comparatively slack request—notably so 
for Grain—and, in the way of tonnage, sail and 
steam, for charter, business, as arule, was on are- 
stricted scale, but at about former figures, 


THE LIVE SIOCK MARKETS. 


NEW-YORK, Friday, Jan. 6, 1888. 

The arrivals of live stock of all sorts this morning 
were light, delays en route having occurred. 
Beeves recovered 10c. cwt. Sheep and Lambs, also 
Calves, were steady, with an improved tone. Veals 
were not quoted. Four Milch Cows sold at $35 
head; 1 Cow, with a Calf, sold for $40 the lot. At 
Sixtieth-Street Yards the few beeves to hand were 
local stock and were offered for sale. At Harsimus 
Cove Yards horned Cattle sold at 64gc.@ 
9590, Y H., weights 5 to 9 cwt,.55 to 56 
tb. being allowed net; prices on live 
weights were: Native Steers, corn-fed, $4 20@ 
$5 3732 2 cwt.; Oxen, $4@$5 10 P ewt.; Native 
Steers, grass-fed, 340c.@3%c. # Ib.; Heifers. 44c. & 
tb.; dry Cows, $2 30@$4 ~ cwt.; Bulls, 3c.@3\e. 
1b.; quality of the herds as above reported coarse 
to fair. Sheep sold at 440c.@d'oc. P th.; 13 cull 
Sheep, 344c. # 1b.; Lambs, 64c.@6%4c. # Ib.; qual- 
ity of the flocks to hand poor to good, Calves, grass- 
fed, sold at 25gc. # 15. There were no live Hogs re- 
ported for sale, and the feeling was scarcely sus- 
ained; nominal values, 5%9¢.@5%c. @ 15.; city- 
dressed opened at 7 ‘4c.@7 2c. # tb. 


SALES. 


At Sixtieth-Street Yards—Hume & Mullen sold 40 
Calves, 267 ib., 25%c. q tb. Dillenback & Dewey 
sold 183 State Sheep, 74 Ib., 6%c. ® fb. 

At Haorsimus Cove Yards—D. McPherson sola on 
commission 40 dry Cows, 838 to 925 16., $2 30@$2 50 
- cwt.; 2 Bulls, 995 Ib., 3c. # 1b.; 2 Oxen, 1,450 
ib., 4c. % th.; 2 Oxen, 1,595 t., $510 # cwt.; 75 
Illinois Steers: 69 head, 1,044 to 1,175 th., $4 20@ 
$4459 cwt., 6 head, 1,201 1b., $4 90 ® cwt.; 49 
Ohio Steers: 17 head, 1,230 ., $4 80 
ewt., 32 head, 1,314 to 1,335 t., $5 15@$5 35 
ewt. D. Waixel sold on commission 79 Illinois 
Steers: 2 head, 1,010 Ib., 3420. # Ih., 10 head, 1,025 
tb., $38 65 P cwt., 17 head, 1,032 ., $4 80 PY ecwt., 
1 Steer, 1,500 tb., 49c. @ tb., 16 head, 1,219 th., $4 90 
¥ cwt.,, 35 head, 1,235 to 1,260 t., $5@S5 05 YP 
cwt. H.S. Rosenthal sold on commission 2 Bulls, 
1,400 tb., 34c. # th.; 1 Ox, 1,230 t., 446c. & fb.; 
12 Illinois Steers, 1,188 tb., $4 60 Pewt. M. Gold- 
schmidt sold for self 104 Kentucky Steers: 
31 head, 1,140 to 1,160 tb., $4 40@ 50 Y 
cwt., 20 head, 1,280 tb., 5c. # iB., 39 head, 1,299 tb., 
$5 05 # cwt., 14 head, 1,435 fb., 5B4ec. » Ib. J. Shom- 
berg sold on commission 1 Heifer, 1,400 fb., 4.40. 
% ib.; 255 Illinois Steers: 15 head, 1,150 1b., ret 

ewt,, 50 head, 1,146 to 1,291 &., $4 65@$4 70 
owt., 73 head, 1,245 to 1,259 Ib., $ 85@$4 90 
cwt., 70 head,’ 1,410 to 1,433 tb., $5 10@$5 27% 
cwt., 47 head, 1988 tb A, N. Monroe 
sold for self 46 Weatern Steers, a mixed herd; terms 


not obtained. Newton & Gillette sold on commis. 
sion 25 Michigan Steers, 988 1b. yam .3 20 
Indiana Steers, 1,228 t.,4540, # 3.; 2138 Sta Sheep, 
68% to 90% th., 4290.05e. .; 200 Ohio Sheep, 
90%, fb., Buc. & th. Sherman & Criver soz on com- 
mission 6 dry Cows, 963 to 1,820 Ib., 8o.84c. % Ib.; 
28 Ohio Steers, 1,112to 1,200 Ib., $4 20@¢4 55 
owt.; 22 Illinois Steers, 1,177 to 1,908 In., $44 
@F4 55 Y cwt.; 194 Kentucky Sheep, 104 ib., 5c 
th.; 200 Ohio Sheep, 90% tb., 4590. PY th. Indd 
Buckingham sold 146 State Sheep, 80 to 82% fB., 
4+0.@4%;c. # th.; 515 State Lambs, $320 head, 75 
to ig tb., 6400. @G 5c. Y 5., 195 head, 77 ib., $6 65 
cwh, - 

RECEIPTS, 


Fresh arrivais at Sixtieth-Street Yards for yester- 
day and to-day: 7 head of horned Cattle, 9 Cows, 287 
Veals and Calves, 1,443 Sheep and Lambs, 

Fresh arrivais at Fortietn-Street Miog Yards for 
yesterday anl to-day: 3,455 Hogs, 

Fresh arrivals at Harsimus Cove Yards for yes- 
terday and to-day: 517 head of horned Cattle, 5 
Cows, 2,261 Sheep and Lambs, 1,762 Hogs. 


BUFFALO, N. Y., Jan. 6.—Cattle—Receipts for 
the last 24 hours, 1,020 head; total for week thus 
far, 8,515 head; for same time last week, 8,211 
head; consigned through, 53 cars; to New Work, 47 
ears; on sale, 7 cars; market quiet and unchanged. 
Sheep—Receipts to-day, 8,200 head; total for the 
week thus far, 40,000 head; for same time last week, 
31,800 head; consigned through, 11 cars; to New- 
York, 5 cars;on sale 40 cars; market dull and prices 
a shade lower; common to fair, $3 50@$4 25; good 
to choice, $4 35@84 85; extra, $5; ostinely to 
choice Western Lambs, $4 50@$6 25; extra, $6 50; 
Canadian Lambs, $6 35@$6 50; 15 cars left over. 
Hogs—Receipts to-day, 14,975 head; total for week 
thus far, 58,965 head; for same time last week, 
49,725 head; consigned through, 72 cars; to New- 
York, 32 cars; on sale, 45 cars; medium grades de- 
clined 5e.@10ce.; others unchanged; light Pigs, #5 
@%5 15; mixed Pigs and light Yorkers, #5 20 
@$5 35; selected Yorkers, $5 50@$5 60; selected 
medium weights, $5 70@$5 85; sales chietly at 
¢5 75; coarse mixed heavy ends, $4 80@$5 15; 
Stags, $3 75@$4; market closed weak, with 15 cars 


over. 

St. Lovurs, Jan. 6,—Cattle—Receipts, 800 
head; shipments, 400 head; market stronger; choice 
heavy native Steers, $4 40@$5 20; fair to good native 
Steers, $3 $5@S4 45; butchers’ Steers, medium to 
choice, $3 10@$4; stockers and feeders, fair to 
good, $2@#3 10; rangers, ordinary to good, $2 20@ 
$415. Hogs—Receipts, 4,300 head; shipments, 
1,200 head; market active and firm; choice heavy 
and butchers’ selections, $5 50@#5 65; packing, 
medium to prime, $5 15@$5 55; light grades, ord- 
nary to good, $4 9O@P5 20. Sheep—Receipts, 1,600 
head; shipments, 500 head; market strong; fair 
te choice, $3 25@$4 40, 


East Taperty, Penn., Jan. 6,—Cattle—Re- 
ceipts, 228 head; shipments, 171 head; market noth- 
ing doing; all through consignments; no Cattle 
shipped to New-York to-day. Hogs--Receipts, 3,300 
head; shipments, 3,300 head; market fair; Phila- 
delphias, $5 80@$5 90; mixed, $5 60@$5 70; York- 
ers, $5 40@$5 50; common to fair, $5 15@$5 35; 
14 ears of Hogs shipped te New-York to day. 
Sheep---Receipts, 400 head; shipments, 400 head; 
market firm at unchanged prices, 


THE STAIK OF TRADE. 


NEW-ORLPANS, Jan. 6.—Flour quiet, but firm; 
choice, $3 50@$3 65; faney, $3 85@34; extra faney, 
$4 35@$4 40; Winter Wheat patents. $4 60@$4 60; 
Minnesota patent process, $4 90@$5, Corn firmer, 
in sacks, White, 63c.; Yellow, 65c. Oats steady; 
No. 2, 4249c.@43ec. Cornmeal quiet at $2 75. Hay 
strong and higher; prime, $17 50@$19; choise, 
$19 60@$21. Hog products quiet, but firm. Pork 
$15 37%. Refined tierce Lard, $7 50. Bulk meats— 
Shoulders, $6 25; Long Clear, $7 8742: Clear Rib, 
#8. Bacon—Shoulders, $7; Long Clear and Clear Rib, 
$8 87%. Choice sugar-cured canvassed Hams, 
$11 24@$11 75. Whisky quiet; Western rectified, 
$1 05@$1 31. Coffee—Demand light. but helders 
firm; Rio cargoes, and common to prime, 174c.@ 
20%c. Rice’ in good demand; Louisiana, ordinary to 
prime, 4%3c.@5\4c. Bran firm at $1 10. Cottonseed 

roducts dull and nomiual. Sugar active and firm; 
ouisiana Open Kettle—Prime, to strictly prime, 
47s0,; fully fair, 4 13.16c¢.; good fair, 4 11.16¢.@4%4e. ; 
good common, 4%c.@4 9-l&c.; common, 4%a0,@ 
4 7-l6e.; fair, 45.¢.@4 11-l6c.; inferior, 3c.@4 4c. 
Louisiana Centrifugals —Choiee White, 6\4¢.@ 
6 5-16c.; Off White, G1ac.@6 3-16c,; Gray White, 
57%c.@6e.; cherice Yellow, clarified, 5 11-16¢.@5 7g¢. ; 
prime Yellow, clarified, 5%c.; Off Yellow, clarified, 
5 11-16¢.@5%4c.; seconds, 4%2c.@5%c. Molasses 
steady ; Lonisiana Open Kettle—Choice, 36c,; strict- 
ly prime, 383c.@34c.; good prime, 26¢,@28c,; prima, 
23c.@24c.; fair to good fair, 17¢.@20c.; inferior to 
good common, 14¢c.@17c. Louisiana Centrifugals— 
Strictly prime to choice, 20c¢c.@22c.; good prime, 
18¢.@19c.; prime, 16¢.@17e.; fair to good fair, 16c. 
@\6c.; inferior to good common, 14c.@17c. Clear- 
ings of the banks, $1,908,011, 


ST. Louis, Jan. 6.—Flour dull and easy, put 
unchanged. Wheat opened yc. lower, and was firm 
during the early part of the session, but at 11 
o’clock it broke badly, and partly recovered, closing 
asc. lower than yesterday; No. 2 Red, cash, 824c. 
@s3'9c.; January, 82%c.; February, 83c.@83 \c., 
closing 834c.; May, 85 s9c.@86c., closin 85 %4c, 
Corn steady but dull; cash, 47%c.@48\4c.; January, 
47 %ec.; February, 48 4c.@438 4kc., closing 48 4c. asked; 
May, 50%9c.@50 5gc., closing 505sc. Oats easy; cash, 
81%3¢.@324c.; May, 3340c. . Rye—No trading. Bar- 
ley unchanged: 70c.@879c. Hay steady; prime 
Timothy, $13@$17; Prairie, $8@$11. Bran steady; 
85c. Lead, $4 75@$4 80. Eggs, 17%2c. Butter firm 
and unchanged; Creamery, 24¢.@30c; Dairy, 18c. 
@26c,. Cornmeal lower; $2 40. Whisky steady; 
$1 05. Provisions easy. Pork—New, $15@$15 25. 
Lard, $7 25@$7 30. Dry Salt Meats, (boxed)— 
Shoulders, $5 8732@$6; Long Clears, $7 60@$7 6744; 
Clear Ribs, $7 50@%7 873; Short Clears, $7 75@ 
$7 874. Bacon, (boxed)—Shoulders, $6 50; Long 
Clears, $8 50; Clear Kib, $8 674; short Clears, 
$8 75. Hams steady; $10 25@$12. Receipts—Flour, 
2,000 bbis.; Wheat, 8,000 bushels; Corn, 48,000 
bushels; Oats, 29,000 bushels; Rye, none; Barley, 
6,000 bushels. Shipments—Flour, 4,000 bblis.; 
Wheat, 9,000 bushels; Corn, 83,000 bushels; Oata, 
15,000 bushels; Rye, 1,000 bushels; Barley, none. 
Afternoon Koard—Wheat active and higher; Janu- 
ary, 8249c. bid; February, 834c. bid; May, 86c. 
Corn firm; January, 477%sc., nominal; February, 
48%5¢.; May, 50%c. Oats steady; May, 33%x2c. 

BUFFALO, N. Y., Jan. 6.—Wheat—No. 1 Hard 
dull, but firm;offerings light; salesat 91c.; No.1 
Hard Northern Pacific, 88%c.: Winter Wheat 
quiet, but steady; No. 2 Red Michigan 92149¢.; No. 
1 White Michigan, 92%;c.; No. 2 Red, 9l149c,; No. 2 
Amber, 90%sc. Corn in good demand, but unsettled; 
sales, 15,000 bushels; No. 2, in store, at 58c,; No. 2, 
on track, 4819c.;No. 3, 5740c.@58e.; No. 2 Yellow, 
59c.; No. 2 Yellow, 58¢.@5849c. Oats strong; No. 2 
White, 39 ec.; No. 3 White, 3849c.; No. 2 Mixed, 
874ec. Barley uiet but firm; Noi 
Canada, 95c.@96c.; No. 2 Canada, 90c.; " 
Extra, 85c.@80c. Rye nominal. Flour steady 
and firm. Millfeed firm and unchanged. Receipts 
—Corn, 18,000 bushels. Shipments—W heat, 25,000 
bushels; Corn, 11,000 bushels, 


Peoria, Il, Jan. 6.—Corn active; High 
Mixed, 48c.@48kc.; No, 2 Mixed, 47°4¢.@48c.: new 
Mixed, 47%sc.@48c, Oats firm; No. 2 White, 3354. 
@34c.; No. 2 White, 330.@332c. Kye quiet; No. 2, 
6419¢c.@65c. Whisky firm; Wines, $1 05; Spirits, 
$1 07. Receipts—Corn, 45,400 bushels; Oats, 23,500 
bushels; Rye, 3,850 bushels; Barley, 3,000 bushels. 
ni! <r gla 15,000 bushels; Oats, 36,000 

ushels. 


WILMINGTON, N. O., Jan. 6.—Spirits of Turpen- 
tine firm at 37c. Resin firm; Strained, 8242c.; 
Good Strained, 864c. Tar firm at $1. Crude Turpen- 
tine firm; Hard, $1 06; Yellow Dip and Virgin, $2. 
Corn tirm; White, 62c.; mixed, 60c. 

FALL RIverR, Mass., Jan. 6—The Printing 
Cloth market was fairly active in demand, with a 
moderate busine3s in contracts on the basis of 3%. 
for 64 squares, and 3 \e. for 60x56 Cloths, 

SAVANNAH, Ga., Jan. 6.— Turpentine closed 
firm at 3742c. Resin unchanged. 


CHARLESTON, 8. C., Jan. 6.—Turpentine closed 
firm at 36%0. Resin unchanged. 


FINANOLAL. 


VERMILYE & CO., 


BANTER ERS, 
16 AND 18 NASSAU-ST., 
NEW-YORK CITY, 


Dealers in Investment Securities. 


N.Y. CENTRAL AND HUDSON RIVER 
RAILROAD COMPANY. 


5 Per Cent. Debenture Bonds. 
FOR SALE BY 


DREXEL, MORGAN & CO. 


MILWAUKEE, LAKE SHORE & WEST- 
ERN RAILWAY COMPANY 


h per cent Convertible Debentire. Bonds, 


A LIMITED AMOUNT FOR SALE BY 


S. S. SANDS & CO., 


G2 CEDAR-ST. 


JANUARY 
INVESTMENTS. 


Securities suitable for estates, savings banks, and 
individuals. Call or send for lists. 


S. A. KEAN & CO., 


Chicago, New-York, 
United Bank Building, 2 Wall-st. 


UNION TRUST COMPANY OF NEW-YORK, 
73 BROADWAY, CORNER RECTOR-ST., 
NEW-YORK, Jan. 3, 1888. 
EALED PROPOSALS FOR THE SALE 
of Union Pacific Railroad Company’s six per 
cent. Collateral Trust Bonds, to the extent of (57) 
fifty-seven bonds, will be received by the Union Trust 
Company of New York, Trustee, and be opened at 
the office of said Trustee at noon on Wednesdav, 
the 11th day of January, 1888, when the lowest of- 
fer will be accepted, provided it does not exceed 
(5) five per cent. premium and accrued interest. 
This notice is given in conformity with the In- 
denture of Trust. 
UNION TRUST COMPANY OF paws on 
rustes. 
By JAMES H. OGILVIE, Vice-President. 


NOTICE, 

THE FULTON NATIONAL BANK of the City of 
New-York, located at New-York, in the State of 
New-York, is closing up its affairs. All note holders 
and others, creditors of said association, are there- 
fore hereby notitied to present the notes and other 
claims against the association tor payment. 

CHAS. H. ROLLINSON, Cashier. 

Dated Dec. 23, 1837. 

DENVER AND RIO GRANDE 
ae END SU 


4 


HOLDERS OF WABASH BONDS 


ON LINES EAST OF THE MISSISSIPPI 


RIVER 


Are requested to deposit their bonds with the Cen. 
tral Trust Company, 54 Wall-st., New-York, in pur. 
suance of the Plan of Reorganization agreed upon 
by the Bondholders’ Comnmittees and the Purchasing 
Committee. 
For the principal of atl bonds, new fifty-year 5 per 
cent. gold bonds will be given when ‘ie reorganiza- 
tion is completed. 
When bonds are deposited, the First Mortgage 
Bonds and Funded Debt Bonds and Serip of same 
(exceptthe Detroit. Division) receive vash fox all 
accrued interest, and also for interest on over-due 
coupons, to Nov. 1, 1887, 
Second Mortgages and Funded Deht Bonds or 
Scrip of same and the Detroit Division, recei7vs 
First Mortgage Bonds for all accrned interest and 
Tage interest on over-due coupons, to Noy. 1, 
Consolidated Mortgages, Funded Debt and Scrip 
of same, and Wabast, Mortgage 7s of 1879, receive 
First Mortgage Bonds for all accrued interest. 
The Central Trust Company will give all securi. 
ties its temporary receipts exchangeable for en- 
gTaved certificates as soon as they can be prepared, 
which receipts and certificates will bear interest 
from Nov, 1, 1887, payable semi-annually, 
The time for depositing secuvities under this Plan 
is limited to Jan. 20, 1888. 
Full details can be obtained at the Central Trust 
Company. 
JAMES F, JOY, Chairman, 
THOS. H. HUBBARD, 
EDGAR T, WELLES, 
QO. D. ASHLEY, 

CYRUS J. “MOHARG, "} 


Purchasing 
Committee. 


. Bondholders’ 
HENRY K. MOHARG, 
THOS. B. ATKINS, Committee. 
The above plan is recommended to the bondhold- 
ers represented by the undersigned. 
¥. N. LAWRENCE, Chairman. 
First Mortgage Bondholders’ Committee. 
NEW-YORK, Nov. 21, 1887. 
TO THE 
SECOND MORTGAGE BONDHOLDERS 
OF THE 


Wabash and Great Western RR. Co, 


Dec. 29, 1887, 

Ata meeting of bondholders held atthe office of 
E. H. HARRIMAN & CO., the nndersigned wera 
appointed a committes to take energetic action in 
defense of your property. HON. CLARENCE A, 
SEWARD has been retained as counsel, and fore- 
closure under your mortgage will be started at once, 
All bondholders wishing to join usin protecting their 
interests must sign the agreement for mutual de- 
fense at the office of HARRIMAN & CQO.,, 120 
Broadway, before JAN. 18, 18S, 
FRED. J. de PEYSTER, 
GEORGE WARREN SMITA, 
JOHN H. BEACH, 
NICHOLAS FISH of Harriman & Co., 
RICH. B. HARTSHORNE of J. M. Hartshorne 

& Bro., 

Defense Committee Second Mortgage Bondholders. 


TO THE HULDERS OF 


DECATUR AND EAST ST, LOUIS 


FIRST MORTGAGE BONDS, 
(St. Louis Division Wabash Railway Co.) 





You are respectfully requested to communicate 
with the undersigned, at the office or HARRIMAN 
& CO., No. 120 Broadway, for the purpose of con- 
ference as toa proposed plan of reorganization, in 
which your co-operation is solicited, and by which 
your rights will be fully protected and secured. 
FRED. J. de PEYSTER, 
GEORGE WARREN SMITH, 
JOHN H, BEACH, 

NICHOLAS FISH of Harriman & 

RICH. B. HARTSHORNE of J. 
horne & Bro., 

Defense Committee Second Mortgage Bondholders. 


TO THE HOLDERS OF THE 7 PER CENT. 


Wabash and Great Western. 


(MAIN LINE BONDS.) 


Co., 
M. Harts- 





The Defense Committees of the Second Mortgage 
Bondholders respectfully ask your aid and co-opera- 
tion in carrying out the plan of reorganization which 
they propose for the benefit and security of both 
classes of bondholders. Such plan acknowledges 
the right of the First Mortgage Bondholders to 
the payment of their interest. at seven per cent. un- 
til maturity, the payment of their overdue coupons, 
with interest until paid, and the exchange, at ma- 
turity, for a new First Mortgage Bond on all the 
road, to be acquired under a foreclosure of the Sec- 
ond Mortgages, which new bonds shall have ali the 
priority now attaching to the existing First Mert. 
gage Bonds. Such of the First Mortgage Bond- 
holders as may approve of the plan thus suggested 
are earnestly requestea to confer, at the office of 
Harriman & Co., 120 Broadway, either personally 
or by letter, with the undersigned to the end that 
such plan may be successfully consummated, 
FRED. J. de PEYSTER, 

GEORGE WARKEN SMITH, 

JOHN H. BEACH, 

NICHOLAS FISH ot Harriman & Co., 

RICH. B. HARTSHORNE of J. MM. 
horne & Bro., 

Defense Committee Second Mortgage Bondholders, 

palate RCE PCR I: tS a eB A it A, IRIE BE eI 


Harts- 


The 6 per cent. Debentures 


OF THE 


Fidelity Loan and Trust 
Company of lowa 


Have been selected for investment by some of the 
most prudent institutions of this city and New- 
England, and are also largely held by the company’s 


own stockholders, among whose number are many 
well-known bankers. 


Full information on application to the company’s 
bankers, Messrs. JOHN PATON & CO., 52 William. 
st., or of 

WM, G. CLAPP, Treasurer, 7 Nassau-st. 


HATCH & FOOTE, 


BANKERS, 


NO. 9 NASSAU-ST. 


INVESTMENT SECURITIES. 


WE OFFER FOR SALE SAFE 


RAILROAD BONDS, 


PAYING SIX PER CENT. INTEREST. 


LONG ISLAND RAILROAD 
5°/°GUARANTEED BONDS 


OF THE FOLLOWING BRANCH LINES: 


N. Y., BROOKLYN & MANHATTAN BEACH 
18ST COSOLIDATED, 
LONG ISLAND CITY AND FLUSHING 
1ST CONSOLIDATED. 
N. ¥. AND ROCKAWAY BEACH 
1ST MORTGAGE, 
PRINCIPAL AND INTEREST GUARAN- 
TEED BY THE LONG ISLAND 
RAILROAD CO, 
These bonds were issued to retire prior lien bonds 
bearing a higher rate of interest. 
A LIMITED AMOUNT FOR SALE, 
MAXWELL & GRAVES, 
115 Broadway, N. Y. 


BROWN BROTHERS & CO., 
NO 59 WALL-ST., 
ISSUE COMMERCIAL AND TRAVELERS’ 
CREDITS AVAILABLE IN ALL PaRTS OF 
THE WORLD 





DIVIDENDS. 


— 


NEW-YORK CENTRAL AND HUDSON RIVER RAIL : 


ROAD CO., OFFICE OF THE TREASURER, 
NEW-YORK, Dec. 31, 1887. 
HE BOARD OF DIRECTORS, AT A MEET- 
ing held this day. declared a quarterly dividend 
of ONE PER CENT., payable at_ this office on the 
16th day of January next to stockholders of record 
at the closing of the transfer books this M. 
E. V W. ROSSITER, Treasurer. 


KINGS COUNTY ELEVATED RAILWAY COMPANY, } 
MILLS BUILDING, NEW-YORK, Dee, 28, 1887. 
OUPONS FROM THE FIRST MORTGAGE 
bonds of this company maturing Jan. 1, 1838, 

will be paid on and after Jan. 3, 1888, at the Amer- 

ican Exchange National Bank. 
JAMES H. FROTHINGHAM, 
Treasurer, 


SEVENTY-FIRST DIVIDEND, 
PACIFIC FIRE INSURANCE COMPANY. 


A semi-annual dividend of 6 per cent. is payable 
on demand at the office of the company, No. 470 
Broadway. FRANK T. STINSON, Secretary. 

NEW-YORK, Jan. 6, 1888. r) 


MERCHANTS’ NATIONAL BANK, 
N&W-YORK, Dec, 22. 1887. t 

HE BOARD OF DIRECTORS HAVE THIS 

day ileclared a semi-annual dividendof Three 

and one-half (3) percent., payable on and after Jan, 

3, 1888, Transfer books closed trom this date until 
Jan. 4, 1888. Cc. V. BANTA, Cashier. 


OFFICE OF THE GLOBE FIRE INSURANCE COMPANY, 
NO. 161 BROADWAY, NEW-YorK, Jan. 4, 18388, $ 
FORTY -s1 XTH DIVIDEND.—THE REG. 


ulat semi-annual dividend of Five (5) per cent 


has been declared payable on demand. 
JAMES 8. EADIE, Secretary. 
N&e N 
NEW.Y 


BANK OF COMMERCE IN 

K—DIVIDEND.—A semi-annual div- 

idend of FOUR (4) PER CENT. has been declared 

upon the cap stock of this ban pee on aud 
ter Jan, 8, 1 W. W. SHER. » Cashier, 


NS SN nn a ee Ne 


DIVIDENDS 


LLL LAO 

OFFICE OF THE DENVER AND RIO GRANDE RAIL- 2 

ROAD COMPANY, NEW-YORK, Dec. 1 1st. 5 
IVIDEND NO. 2.-THE 'POARD OF DI- 
rectors have this day declared a dividend of two 
and one-half (24a) per cent, on the preferred capital 
stock, payable on the twelfth day ot January, 1535, 
of which one and one-quarter (114) per cent. will be 
paid in cash ont of the net earnings of the company 
now in its treasury, and the balance, one and one- 
quarter (14) percent.,in serip hearing 5 per cent. 
interest, redeemable at the pleasure of the company. 
Transfer books of the preferred stock will close 
for this purpose on the thirtieth day of December 
ae and reopen on the thirteenth day of January, 


By order of the Board of Directors, 
WM. WAGNER, Secretary. 


THE LAKE SHORE AND MICHIGAN | 
SOUTHERN RAILWAY COMPANY, 
TREASUKER’S OFFICE, GRAND CENTRAL DEPOT, f{ 
Naw-YORK, Dec. 0, 1887. j 
HE BOARD OF DIRECTORS OF THIS 
Comrany have this day declared a DIVIDEND 
of TWO PiLR CENT, upon the capital atock, paya- 
bie at this office on WEDNESDAY, the 15th day of 
February next. The Transfer Books will be closed 
at 3 o’clock P. M. on Friday, the 13th day of Janua- 
ry next, and will be reopened on the morning of 
Monday, the 20th day of February next. 
KE. D. WORCESTER, Treasurer. 


THR CANADA SOUTHERN RAILWAY COMPANY, 
TREASURER’S OFFICE, GRAND CENTRAL DEPOT, 
NEW-YORK, Dec. 30, 1887. 4 
HE BOARD OF DIRECTORS OF THIS 
company have this day declared a DIVIDEND 
ot ONE AND ONE-QUARTER PER CENT. upon 
its CAPITAL STOOK, payable on Wedneaday, the 
fifteenth day of February next at this office. 

The transfer books will be closed at 3 o’clock P. 
M. on Friday, the 13th January, and will be re- 
opened on the morning of Feb. 20, 1888. 

ALLYN COX, Treastrer. 


THK MICHIGAN CENTRAL RAILROAD COMPANY, 
TREASURER’S OFFICE, GRAND CENTRAL STATION, 
NEW-YORK, Dec. 30, 1887. 
HE BOARD OF DIKECTORS OF THIS 
Company have this day declared a Dividend of 
TWO PER CENT. upon its capita! stock, payable 
on WEDNESDAY, the 15th day of Februury next, 
at this office. 

The transfer books will be closed at 3 P. M. on 
Friday, the 13th January. and will be reopened on 
the morning of Monday, the 20th day of February 
next. HENRY PRATT, Treasurer. 

DIVIDEND NOTICE. 
BANK OF KENTUCKY, } 
__ LOUISVILLE, Ky., Jan. 2, 1888. 
SEMI-ANNUAL DIVIDEND OF FOUR 
(4) per cent, has this day been declared, payable 
to stockholders on demand. 

Stockholders are requested to send us their ad- 
dress, upon receipt of which check on New-York 
for amount of their divided will be promptly re- 
mitted without charge. 


THOMAS L, BARRET, President. 


HOLMES ELECTRIC PROTECTIVE COMPANY, 
NEW- YORK, Jan. 6, 1888. 
HE BOARD OF DIKECTOKUS HAVE THIS 
day declared the regular quarterly dividend of 
ONE AND THREE-QUARTERS PERCENT. upon 
the capital stock of this company out of the earnings 
for the quarter ending Dec, 31, 1887, payable at the 
executive offices of the company on and alter Jan. 
16, 1888. 
Transfer books will close MONDAY, Jan. 9, and 
reopen Jan. 17,1888. E. T. HOLMES, Treasurer, 





COUPON NOTICE, 
COLUMBIA, NEWBERRY AND LAURENS RATLROAD 
COMPaNY, COLUMBIA, 8. C., Dec. 28, 1887. 
The coupons of the first mortgage bonds of the 
Columbia, Newberry and Laurens Railroad Com- 
pany, which mature Jan, 1,.1888, will be paid on 
presentatiou at the banking houses of Latham, Alex- 
ander & Co., New-York City, and J, J. Nichol- 
son & Sons, Baltimore, Md., and at the Commercial 
Bank, Columbia, 8. C. 
C. J. IREDELL, Treasurer. 


THE BANK OF AMURICA, 
NEW-YORK, Deo. 23, 1987. 
HE PRESIDENT AND DIRECTORS OF 

THE BANK OF AMERICA have this day de- 
clared a_ dividend of FOUR (4) per cent. for the 
CURRENT SIX MONTHS, PAYABLE to the 
STOCKHOLDERS ON AND AFTER TUESDAY, 
JAN. 3, 1888, 

The transfer books will be closed until JAN. 9, 
1888. DALLAS B. PRATT, Cashier. 
100TH DIVIDEND. 

PANAMA RAILROAD COMPANY, ; 
NEW-YORK, Dec. 30, 1887. 
HE BOARD OF DIRECTORS HAVE THIS 
day declared a dividend of six (6) per cent., pay- 
able to stockholders or their legal representatives 
on and after the 16th of January next. 
Transfer books will be closed on the afternoon of 
Jan. 4 and will be reopened on the morning of Jan. 
17, 1888. EH. Z. PENFIELD, Treasurer. 





THE MARKET NATIONAL BAN 

NEW-YORK, Dec. 20, 1987. 

SEMI-ANNUAL DIVIDEND OF FOUR 

PER CENT. upon the capital stock of this bank 

has been declared from the earnings of the past six 

months; also an extra dividend of TEN PER 

CENT., both payable free of tax on and after JAN. 

3, 1888, until which date the transier books will be 
closed. A. GILBERT, Cashier. 


THR NATIONAL BANK OF THE REPUBLIC, 
NEW-YORK, Dec. 30, 1887. 

BE BOARD OF DIRECTORS HAVE THIS 

day deciared a dividendof THREE AND ONE. 
HALF (342) PER CENT., free of taxes, payable on 
and after Monday, Jan. 9, 1888, until which date the 
trausfer books will be closed. 

E. H, PULLEN, Cashier. 


THE FIREMEN’S INSURANCE Tan 


, 


OFFICE NO. 153 BROADWAY, 
NEW-YORK, Jan. 4, 1888. 
92D DIVIDEND. 

The Board of Directors have this day declared a 
semi-annual dividend of Three (3) per cent., payable 
on and after the 9th inst. 

P. H. OAKLEY, Secretary. 


IRVING NATIONAL BANK, ; 
NEW-YORK, Dec. 19, 1837. 
‘HE BOARD OF DIRECTORS OF THIS 
bank have this day declared a dividend of Four 
Per Cent., payable on and after tho third day of Jan- 
nary next, until which date the transfer books will 


remain closed. 
G. E. SOUPER, Cashier, 


THE NORTH RIVER BANK, IN THE CITY a 
NEW: YORK, NEW-YORK, Dec. 24, 1887. 
SEVENTY-THIRD DIVIDEND. 

The Directors of this bank have this day declared 

a dividend of 4 per cent., free of tax. Payable on 

and after Jan. 3, 1888. 


F., R. INGERSOLL, Cashier. 


CITIZENS’ INSURANCE COMPANY OF NEW- YORK, ; 
156 BROADWAY, NEW-YORK, Jan. 4, 1888. 
7 TH DIVIDEND,—A DIVIDEND OF THREE 
AND A HALF PER CENT. on the capital 
stock, also an interest dividend of Three anda Half 
percent, on the reserved fund, is payable on demand. 
. F.M. PARKER. Secretary. 
NATIONAL BUTCHERS AND DROVERS’ BANK, 
NEW-YORK, Dec. 24, 1887. 
HE DIRECTORS OF THIS BANK HAVE 
this day declared a semi-annual dividend of tour 
(4) per. cent., payable on and after Jan. 3, 1888. 


The transfer books will remain closed until that 
date. WM. H. CHASE, Cashier. 


ELEOTIONS. 


OTICE 18S HEREBY GIVEN THAT THE 

annual meeting of the stockholders of the Stand- 
ard Folding Bed Company will be held at the office 
of the company, 227 Front-st.,in the city of New- 
York, on TUESDAY, Jan, 17,1888, at 2:30 P. M., 
for the election of five Directors in place of Wm. C. 
Ilsley, Chester P. Doubleday, Edwin 8. Doubleday, 
Frederick Ansley, and James P. Hayes, whose 
terms of office will expireon that date, and for the 
transaction of such other business as may properly 
come before said meeting. 
JAMES P,. HAYES, Secretary. 


MERCHANTS’ NATIONAL BANK i 
NEW- YORK, Dec. 10, 1887. 

HE ANNUAL MEETING OF THE STOCK- 
holders of this bank tor the election of eleven Di- 
rectors to serve the ensuing year will be held at the 
banking house TUESDAY, Jan. 10, 1883. Polls 
open from 12 M. till 1 P, M, By order of the board. 

Cc. V. BANTA, Cashier. 


N ANNUAL ELECTION FOR FOUR DI- 

rectors of the Young Men’s Christian Associa- 
tion of the City of New-York will be held at the 
rooms of the Twenty-third-Street Branch, corner of 
Fourth-avenue and Twenty-third-street, Monday 
evening, Jan. 9, 1888, between the hours of 5 and 6 
and 7 and 10 o’clock. B. K. WILEY, 

Recording Secretary. 








THE CENTRAL NATIONAL BANK OF THE CITY 
OF NEW-YORK. 
NEW-YORK, Deo. 7, 1887. ‘ 
HE ANNUAL ELECTION FOR DIRECTORS 
of this bank will be held at the banking house, 
320 Broadway, on Tuesday, January 10, 1888. Polls 
open from 12 M. tol P. M. 
EDW’D SKILLIN, Cashier. 


OFFICE OF THR EAGLE FIRE COMPANY, 
NEW-Y ORK, Jan. 1, 1888. 

HE ANNUAL ELEU'TION FOR DIRECTORS 

of this company and for Inspectors will be held 
at the company’s office, No. 71 Wall-st., on TU ES- 
DAY, 10th January, 1888, commencing at 12 o’clock 
M. and closing at i o'clock P. M. 

THOS, J. GAINES, Secretary. 


THE TRADIESYENS’ NATIONAL BANK, i 
NEW-YORK, Dec. 27, 1887. 
N ELECTION FOR DIRECTORS OF THIS 
bank and also for inspectors of the next ensu- 
ing election will be held at the banking house on 
TUESDAY, Jan. 10, 1888, between the hours 
of 1 and 2 P. M. OLIVER F. BERRY, Cashier. 


OFFICE OF THK BROADWAY INSURANCE CO., 

No. 158 BROADWAY, NEW- YORK, Dec. 31, 1887. 
HE ANNUAL ELECTION FOR DIRECTORS 
of this company, and for inspectors of the next 

election, will be held at the office of the company on 
Wednesday, Jan. 11, 1888, between the hours of 12 
M. and 1 P. M. ISAAC COLLORD, Secretary. 


N ELECTION OF THE CLASS OF TRUST- 
ees of the New-York Dispensary whose terms 
are about to expire will be held at the Dispensary 
Building, No. 137 Centre-st., on the afternoon of 
MONDAY, the Ythof January, between the hours 

of 4 and 5. 
J. LAWRENCE LEE, M. D., Secretary. 


NATIONAL CITIZENS’ Bene} 
NEW-YORK, Dec. 9, 1887. 
HE ANNUAL ELECTION FOR DIKECT- 
ors of this bank will be held at the banking 
heuse, No. 401 Broadway, on TUESDAY, Jan. 10, 
1888, between the hours of 12 M. and 1 P. M. 
D. C. TIEBOUT, Cashier. 


THE BANK OF NEW-YORK, NATIONAL BANKING 
ASSOCIATION, NEW-YORK, Dec. 1, 1887. 
HE ANNUAL ELECTION FOR DLRECTORS 
of this bank will be held at the banking house, 
No. 48 Wall-st., on TUESDAY, Jan. 10, 18838. 
The polls will be open from 12 to 1 o’clock. 
E. 8. MASON, Cashier. 


WEST SIDE BANK, NEW-YORK, Dec. 23, 1887. 
fiE ANNUAL ELECTION OF DIRECTORS 
of this bank will take place on TUESDAY, Jan. 

10, 1888, at the banking house, No. 481 S8th-ayv. 
Polls open from 10 to 11 o'clock A. M. 
GEO, W. P. DAVIS, Cashier. 


IRVING NATIONAL BANK, ; 
NEW-YORK, Dec. 29, 1887. 
HE ANNUAL ELECTION FOR DIRECT. 
ORS of this bank will be held at the banking 
house TUESDAY, Jan. 10, 1888, between the hours 
of 12 M. andi P. M. G. EK, SOU PER, Cashier, 


THE MARKET NATIONAL BANK, 
NEW-YORK. Dec. 20, 1887. 
HE ANNUAL ELUCTION FOR DIR 
ofthis bank will be heid at the banking house on 
TUESDAY, Jan. 10, 1888, between the hours of 12 
| M. amd P.'M. A, GILBERT, Cashier, 
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ELEOTIONS. 


UNION TRUST COMPANY OF NEW. YORK, 
73 BROADWAY, CORNER RECTOR.8T. 
NEW-Y ORK, Jan. 6, 1888, 
HE ANNUAL MEETING OF STOCKEOLD. 
ers for the election of ten (10) Trustees of the 
UNION TRUST COMPANY OF NEW-YORK of 
the class of 1891 will take place at the office of the 
compiny, No. 73 Broadway, New-York, on TUERS- 
DAY, Jan. 17, 1888, at 1z o'clock M, 
Polls open at 12 and close at 1 o’cleeck P.M. The 
transfor books will close Jan. 14 and reopen Jan. 18. 
A. O. RONALDSON, Secretary. 


NEW- YORK, Jan. 4, 1588. 

HE ANNUAL MERVING OF STOCKHOLD. 

ers of the Forty-secand-street, Manhattanville 
and St, Nicholas-Avenne ailway Co. for the eleo, 
tion of thirteen Directors and thres Inspectors of 
Election will be held at the office of the oompany, 
118 E. 42a-st,, on TAU RSDAY, the 19th day of Jan- 
uary, 1882, at 12 o’clock noon. 

Polls open trom 12tol Vv. M. Transfer books a 
this company will de closed untii tne morning o. 
Jan. 20, 1888. C. FP. NEATILING, Sec’y. 

NEW- YORK FRUIT AND PRODUCE AUCTION CoM- 

PANY, (LIMITED,) 67 AND GU PARK-PLACB, } 
NEW-YORK, Dec. 27, 1887. 
THE ANNUAL MEETING GF THE STOCK. 
holders for the election of Directors, and also for 
the election of three Inspectors, will be held at the 
ofiice of the company on TUESDAY, Jan. 10, 1883, 
at 3 P. M. 

Polis will be open from 3 to 4 P. M. 

By order of the board. 

CARL B, FRANC, Superintendent, 
t Did tt eatin Rite tienes = vot 


SPECIAL MEETING OF THE STOCK. 
holders of the Toledo Brewing and Maltiug Com. 
pany, Limited, will be held at the office of the com- 
pany, 36 Walist., in the city of New-York, on the 
Yth day of January, 1888, at 11 o’clock A. M., for 
the purpose of electing five Directors and for the 
transaction of any other business as may properly 

be presented at that time. 

C. O'’D. ISELIN, Secretary. 
NEW-YORK, Dec. 24, 1887. 


THE LINCOLN NATIONAL BANK OF THE CITY OF 

NEW-YORK, UNITED STATES DEPOSITORY, 
82 TO 38 EAST 42D-ST., NEW-YORK, Dec. 24, 1887. 

HK ANNUAL MEETING OF THE SHARE. 

holders for the election of Directors of this bank 
to serve for the ensuing year, and also for the elec. 
tion of two inspectors, will be held at the banking 
house on Tuesday, Jan. 10, 14888, between the hours 
of 12 M. and 1 o’clock P, M, 

WwW. T. CORNELL, Cashier, 


MANHATTAN SAFE DEPOSIT AND STORAGE 

COMPANY, 346 AND 348 BROADWAY, 
NEW-YORK, Deco. 27, 1887. 

HE ANNUAL ELECTION OF THIRTEEN 

(18) Trustees and two Iuspectors of Election, 

for the Manhattan Safe Deposit and Storage Com. 

pany, will be held on MONDAY, Jan. 9, 1888, at the 

office of the company. Polls open from 12M. tol 

P.M. Transfer books close Jan. 6, 1888. 

JOHN J. PULLEYN, Secretary. 


PACIFIC BANK, N. Y., Jan. 3, 1888, 
HE ANNUAL. ELECTION FOR DIRECTORS 
of this bank will be held at their banking honse, 
No. 470 Broadway, on TUESDAY, Jan. 10, 1388, 
between the hours of 12 M and 1 o’elock P. M. 
8s. C, MERWIN, Cashier. 





SAVINGS BANKS. 


THE SEAMEN’S BANK FOR rode sgl 
74 AND 76 WALL-ST, 
HE TRUSTEES HAVE ORDERED THAT 
interest be paid to depositors entitled thereto, 
under the by-laws and in accordance with the Sav. 
ings Bank laws, for the six months ending 3lst 
ultimo, as follows: 

On accounts not exceeding one thousand dollars, 
at the rate of FOUR PER CENT. per annum. 

On accounts larger than one thousand dollars, but, 
not exceeding three thousand dollars, at the rate of 
THREE PER CENT, per annum. 

On accounts opened prior to 1882 and larger than 
three thousand collars, at the rate of TWO PER 
CENT. perannum, payable on and after MONDAY, 
16th instant. WILLIAM (. STURGES, President. 

HENRY P. MARSHALL, Cashier. 

NEW-YORK, Jan, 5, 1888. 


BROADWAY, 32D-8T., AND OTH-AY,, 
NEW-YORK, Dee, 21, 1887. 
NTEREST AT THE USUAL RATE, NAME 
ly, FOUR per cent. per annum up to $1,000 and 
THREE per cent. on any excess over $1,000, has 
been voted for the present half year by the Board of 
Trustees, payable after Jan. 17, 18838, or, if not 


withdrawn, bearing interest from Jan. 1. 

The bank is open daily, including Saturdays, until 
3 P. M.; Mondays uhtil 7 P. M. 

Money deposited on or before the 10th of January 
draws interest from the ist. 

SILAS B. DUTCHER, President. 
GARDNER 8. CHAPIN, Treasurer. 
CHARLES E. SPRAGUE, Secretary. 


THE BANK FOR SAVINGS. 
67 BLEECKER ST., NEW-YORK, Jan. 8, 1888. 

The Board of Trustees have declared the usual in- 
terest, under the provisions of the by-laws, for the 
six months ending the 3lst December, as follows: 

At therate of FOUR (4) per cent. per annum on 
all sums of $5 and upward not exceeding $3,000, 
yorerse on and after the third MONDAY, being the 

6th day of this month. 

This interest is carried at once to the credit of de- 
positors as principal on the lstinst., where it stands 
exactly as a deposit. 

It will be entered on the passbooks at any time 
when required on and after the 16th inst. 

ROBERT 8. HOLT, Secretary. 


UNION DIME SAVINGS INSTITUTION, 





The American Savings Bank, 
501 Sth-av., corner 4:2d-st. 
NEW-YORK, Dec. 81, 1887. 
The Trustees havo "declared a dividend for the six 
months ending Dec. 31, 1887, at the rate of THREE 
Per Cent. per annum on all sums from #5 to $3,000, 
to be credited on the Ist day of January, 1888. and 
payable on and after the 16th. 
DANIEL T. HOAG, President. 
GRANVILLE B. SMITH, Treasurer. 
WM, IRWIN, Secretary. 
ARLE™M SAVINGS BANK, CORNER 
124th-st. and 3d-av.—The Trustees direct that 
interest be allowed at the rate of FOUR PER 
CENT. PER ANNUM on allsums of $1,000 and 
under, and THREE PER CENT. on the excess to 
$3,V00, payable on and after the 20th inst. 


THOS, B. TAPPEN, President. 
J. HOMER HART, Secretary. 


AUOTION SALES. 


JUSTUS COOKE, Auctioneer, 
THIS DAY, 
Saturday, Jan. 7, 11 A. M, 


4TH DAY’S SALE 


OF THE 


MAGNIFICENT STOCK 


oF 
MESSRS. WATSON & CO. 


Conceded by all to be the richest collection of ite 
kind ever sold in this country, 








AT 


718 & 720 Broadway, 


opposite Washington-place. 
TO-DAY'S SALE COMPRISES IN PART: 


Superb Hand-painted Satin Wood Dining 
Room Suite—the richest of its kind in America. 
Mantel and over-mantel, 


Magnificent Heppelwhite Twin Writing Desk 
and Cabinet Desks, Secretaries, and Chairs ef 
Satin Wood, hand-painted. 


Rich Antique Flemish Tapestries. 


Rare Portuguese Embroideries, Empire Clocks, 
Choice Porcelains. 

Exquisite Jewel Casket, with enameled medal- 
lions, rock crystal coiumus, &c. 


Elaborate Vernis Martin Clocks. The celebrated 
Marie Antoinette Table. 


Enamels, Miniatures, Fans. 


Books, Mansions of Old England, Baronial Halls 
of England, with Drawings by Harding, Cattermole, 
Prout, &c, 


ORDERS TO PURCHASE WILL BE EXECUTED 
BY MR. GRAHAM FREE OF CHARGE. 


TEW-YORK SUPREME COURT.— THE 
BANK OF THE S®ATE OF NEW-YORK va. 
WILLIAM P. GROVESTEEN and others.—In 
pursuance of a judgment of foreclosure and sale, 
duly made and entered in the above enutled action 
and bearing date fhe 29th day of December, 1887, 
I, the undersigned, the Referee in the saidjudgment 
named, will sell at public auction, at the Real Es- 
tate Exchange and Auction Rooms, Limited, Nos. 
59 to 65 Liberty-street, in the city of New-York, on 
the 9th day of January, 1888, at 12 o’clock noon, by 
Peter F. Meyer, auctioneer, the securities men- 
tioned in the said judgment and therein describedas 
follows, to wit: 

Eighty-four First Mortgage Bonds of the Eastand 
West Railroad Company of Alabama, each of the 
par value of one thousand dollars; four hundred 
and seventy-five shares ef the capital stock of thé 
said railroad company. each of the par value of one 
hundred doliars; one hundred and thirty-one First 
Mortgage Bonds of the Rome and Decatur Railroad 
Company, each of the var value of one thousand 
dollars. Dated New-York, Dec. 30, 1887. 

THOMAS ALLISON, Referee. 
i 


INSTRUOTION. 


CITY SCHOOLS. 

RANA AAA AAA 
** HOME EXERCISER’? or Brain Workers 
and Sedentary Peop!* ; Gentlemen, Ladies, and Youths; 
the Athlete or Invalid, A complete gymassium, Takes 
up but Ginches square floor-room; something new, scien 
tific, durable, comprehensive, cheap. Send for .reular.- 
© Sehools for Physical and Vocal Culture,” 1. 
East 14th Street and 713 Bth Ave., N. Y. Cityé 
Prof. D. L. Down. Wm. Blaikie, author of 
“How to get Strong,” saysof it: “I never 

saw any other that I liked hal fas well.” 


AKT SCHOOLS 
of the METROPOLITAN MUSEUM OF ART, 
CORNER 3D-AV. AND 49TH-ST., 
New-York City. 

Day and evening; both sexes; prices moderate; 
classes in architecture, sculpture, painting and 
drawing from: “life,” “still life,’ and the antique, 
illustration, etching, metal work, wood carving, ine 
terior decoration, stained glass, tiles, cabinet designs, 
&o. Address I. WARD STIMSON, Superintendent, 


TEACHERS. 
tei en an 
YALE GRADUATE, AN E? 
Assan and aomeaae’ tutor, teen 
ment of one or more hours daily. ©. H., Bor tia 


Times Ottice. 





THB REAL ESTATE MARKET. 


The only sale effected at the Exchange 
and Auction Recm yesterday, Friday, Jan. 6, 
Was one by Woodrow & Lewis, auctioneers, who 
sold by order of ths Assignee, a two-seventh 
interest in the five-story brick building, with lot 
32.8 by 76.2, 184 South-st., north side, near 
James-slip, for $19,770, to J. Davis. 

Sete Eee 
REAL ESTATE 
NEW-YORK,. 

Friday, Jan. 6. 
Second-av., e. s., 76 ft. s. of 103d-st., 24.11x 

100; Benedict A. Klein and wife toJacob —_ 

Bernstein $27,000 
Twenty-eighth-st., n. s., 399.6 ft, ©. of 9th- 

av., 6x98.9; Alexander Miller to James Mil- 

ler Oe | 
Seventh-av., @& 8., 25.3 ft. s. of Slst-st., 21x 

75; George Kretler, Executor, to Philip 

Bs TOTO yo enn 2 ckab. scceesssccdeacosece ~eonese 
Seventh-av., e. s., same property; Philip F. 

Olwell to John D. Foust 
Twentieth-st., s. s., 193.8 ft. w. of 6th-av., 

20x92; John A. Downing and wife to Meyer 

Coleman 
One Hundred and Twelfth-st., n. 8,. 100 ft. w. 

of Gth-av., 71.6x100.11x75x95.2%4x6.8; 

John D, Lyon and wife to Fanny N. De 


RECORDED TRANSFERS. 


14,000 
14,000 


Eleventh-st., s. s., 8380 ft. w. of 
95; F 
dert to 


2d-av., 
deric R. Coudert and Charles Cou- 
George G. Guion.......... abedscbaaws 
First-av., w. 8., 41.2 ft. s. of 125th-st., 20x 
74.8 by irregular; John Nelson Borland 
and wife to Michael MeCormack............ 
Sixty-fourth-st., n. s., 225 w. of @th-av., 54x 
100;. Henry Ayres and wife to Leonard 
Beekman 
Arcularins-place, s. s., 407 ft. s.of Arcula- 
rius-place, 25.47x137.25; John W. Murray 
and others to Oscar V. Putnam 
Old Macomb’s Dam road, w. s. of T. O. Wolf 
Farm, 25x112.6; John W. Murray and 
others to Francis McKiernan 
Old Macomb’s Dam road. w. s., 150 ft. s. 
T. O.. Wotf farm, X112.6; John W. 
Murray and others to Mary Brady, wife of 
Daniel Braty 
One Hundred and Fourteenth-st., mn. &, 1 
ft. w. of 2d-av.. 175x100,11; William H. 
Jackson and wife to John Livingston 
Eleventh-st., s. 8., 39)ft. w. of 2d-av., 18x95; 
George G. Guion and wife to Mayer Kahn. 12,000 
Eleventh-st., a. s., 231.8 fit. w. of 2d-av., 
16.8x89.7; same to same 
Eleventh-st., 8s. same property; Frederic 
R. Coudert and wife to George G. Guion...- 
Arcularius-place, 8. 8., 332 Tt. w.of Walton- 
26x122.25; Andrew J. Dam and wife 
Curran 
av., W. 8, 200.10 ft. n. of 174th-st.. 
20.25; Henry C. Mandeville and 
. Louisa Stearns.............-..-. a 
Chambers-ast.. 8. 8.. lot 59, of Church 
Farm, 25x75; also, 14th-st., s. jv. s., 213 
ft. s. e. of Avenue B, 125x206,6x frregular. 
Forty-third-st., n. s., 275 ft. e. of 8th-av., 74.9 
x100.5; William De Forest and wife to 
Cia Te: BHO. So ca ndicn mre ntnsachstesen 
Seventy-sixth-st., s.s., 180 ft. e. of 10th-av., 
20x102.2; Sarah E, Lowther and husband 
to Hiram Moore 
m rond, w. 8., 1 
, 25% 112.6;Jo 
xoecntors, to Patrick Allen.... 
., 424.6 ft. of 9th-av., 20 
Jrawford aud wife to Chris- 
OE ic. ees ak kigdels webewnnee 
Beventy-ei 1-st., 5.8, 190 ft. w. of lst-av., 
20x10 : 2 han Frohman and wite to 
Samuel Frohman 
Seventy-eighth-st., s.s., 230 ft. w. of Ist-av., 
20x102.2; same to Zerlina Frohman......... 
Same property; Nathan Frohman to same... 
Arcularius-} a, 8. §., 1382 ft. w. of Walter- 
av., 50x92 25-100; John W. Murray and 
others, &xecutors, to Oscar V. Pitman...... 
Gerard-av., e@. 8., 183.3 ft. n. from line of West 
Morrisania, 26x151.8 by irregular; same 


74,000 


topher Me 


». of 10th-av., 
8. Jones tc Maria Louise 


; John 


9,35 


1 N. Hill to Philena Hill. 
‘ lying between the lots of 
wud Benjamin Clark, (no other 
20x90; Jacob Bernstein and 
i berg and wife 

69.8 ft. s. of 28th-st., 2 
Slade to Isaac F, } c 
7, &.. 59.8 ft. s. of 28th-s 


4,889 


. ot as .y x 4 
y to Alice S. Colton.........- 

, 09.8 ft. 8. of 28th-st., 25> 

Slade and wife to Isaac F. 


Fifth-av., w. 5 
Francis H. 


", Rickey to Mary H. Holley 
Winth-av., w. s., 50.5 ft. s. w. of 67th-st., 
x50: William H. Scott to Henry E. Hieler. 30,000 
Fifth-av., w. s., 59.8 ft. 8. of 28th-st., 26x 
100; Isaac F. Rickey to Elizabeth L. Per- 
Kins 
Fourth-st., 8. s.. lot West Farms, now a 
part of New-York City lots 191, 192, and 
193: William Drennan and wife to Watson 
H. Wagner 
Fifty-third-st., n.s., 250 ft. w. of 6th-av., 25 
x half block; John Kankin and .wife to 
William Ranki 
First-av., @. 8.. 56 
Louis Kalisky 
Schwartz... : 
Madison-: 9.11 ft. s. of 133d-st., 20 
x88; Michael Gernsheim and wife to Susie 
P. Van De Wiele 
Inwood-st., — —, 125 ft. front, 
R. Van West and wife 
Riddle 
One Hundred and Twelfth-st., n. 6. corner of 
Manhattan-av, 20x100.11; Edward Bremer 
and wife to Egbert Simonson 
Sixtieth-st., n. s., 155 ft. w. of 3d-av., 20x 
106.5; George J. Hamilton and others to 
Charlotte Dupre 
Sixty-first-st., s.98., 125 ft. w. 2 
100.5; Simson Wolf to Harris Shedlinsky.. 21,600 
Thirty-tifth-st., 8. 8., 235 ft. w. of 5th-av., 
15x67.6; Richard H. Stuart, Trustee, to 
TULIiNw Bi DOME. icc ~ vacate rn acghsanadsndtetsdges 5 
Stanton-st., n. s., 25 ft. w. of Columbia-st., 
650x100; Sarah Raphael to Pauline Raphael 
and others js 6,000 
Henry-st., 3. s., 86 and 88, Sarah Raphael 
CO BAMBG ce oa icdn nn dts dvcssnput guns cade heen suigkees 17,000 
Fitth-av., w. s., 59.8 ft. 8. of 28th-st., 25x100; 
isaac F. Richey to Frederick J. Slade 
Robbins-av., w. s., southeriy part of lot 166, 
187x190 x irregular; Paul Yoco and wiie 
to Elizabeth Yoco 
Decatur-av., w. s., 50 ft. n, of lot 66, 50x 
108.8 x irregular; Mary E. McMahon, Kx- 
ecutrix, to Ann Flannigan 
Broadway, 744, 742, and 740, and other prop- 
erty; James M. Jackson and others, Com- 
missioners under will of Catharine Loril- 
lard Wolfe, to David Wolfe Bruce and 
others, residuary legatees of Catharine 
Lorillara Wolf 
LEASES RECORDED. 
Bauer, Louise, to Mary Liedelemeyer; 24 
Stanton-st., 5 years, annually 
Cohn, 8. D., to August Schleiermacher; 76 
Allen-st., 5 years, annually 
Gretjens, Charles, to Dominick Ehriler; 26 
Bowery, basement, 5 years and 4 months, 
annually 
Grillin, Francis, to John Gilchrist; renewal 
of lease, place not given, 21 years, an- 
nually 
Union Trust Company, as Keceiver, to Pat- 
rick Cashire: 559 Yth-av., 5 years, an- 


5,000 


ft. s. of 21lst-st., 18x62; 
and wife to Abraham 


—; Abraham 
to Charles M. 


Walker, Mary E., to Israel Barch; 118 East 
85th-st., 5 years, yearly 


CITY REAL ESTATE. 
Fok SALE or To RENT—THE SIX-STORY 
warehouse No. 34 Washington-st.; 25x90. Ap- 
ply to J. NAYLOR, 107 Duane-st. 
HE GNLY UP-TOWN OFFICE OF THE 
TIMES is at 1,269 BROADWAY, between 81st 
and 32d sts. 


CITY FLATS TO LET. 
‘er UNFURNISHED. 


THE GRAMERCY, 
34 Gramercy Park. 


AN ELEGANT APARTMENT TO RENT OF 
TWO ROOMS AND BATH; SOUTHERN EX. 
POSURE; ALSO, AN APARTMENT CONSIST- 
ING OF FOUR ROOMS AND KITCHEN. AP- 
PLY TO SUPERINTENDENT. 


———— eee oe 


F LATS—UNFURNISHED AND FURNISHED, 
in all parts city. FOLSOM BROTHERS, 58 
Hast 13th-st., near Broadway. 


DESIRABLE CORNER SUITE TO RENT 
at the BristoL W. E. WOOLLEY. 


STORES, &0., TO LET. 


¥ ITHOGR AND PRINTERS 





ITHOGRAPHERS 

should examine the threes elegant floors (whole 
upper part) of new building 385 6th-av., west side, 
between 23d and 24th sts.; rightin the centre of 
up-town first-class trade; establish now and in- 
crease yearly. For terms address Box 2,206 New- 
York Post Office, 





DANCING. 
wee eee eee _,es=Sse _—_aee_ue_co el 
ALLEN DODWORTH, 
No. 681 5th-av. 
CLASSES AND PRIVATE LESSONS. 
See circular. 
GENTLEMEN, Monday and Thursday evenings. 
See special circular. 
PAVANE and other Dodworth publications at 
GORDON & SONS, 13 East 14th-st. 
DANCING, &c., &c., by ALLEN DODWORTH; 
a complete Instructor for all Dances, including 250 
figures for the Cotillion, Published by Harper & 
Brothers. For sale at ail bookstores. 


Waltz TAUGHT BAPIDLY—PRIVAaTE 
and class lessons all hours, CARTIER’S, 80 
5th-av. 


Terms moderate. 


ROF, HALI/S, 193 WEST 14TH-ST,— 
Waltz taught rapidly and gracefully by private 
lessons; terms moderate. 


LEXANDER MACGREGOR’S, 629 MADI.- 
SON-AV.—Private lessons and classes in danc- 
ing; thorough-instruction in waltzing privately. 


THOROUGH SCHOOL FOR DANCING 
and deportment, 578 5Sth-ay. P. HARVARD 
REILLY, Master. See circular. 


NN RS 


PLANOS. 

SPECIAL NOTICE. ; 

Having made arrangements with the Receiver of 
the Colby & Duncan Piano Co. to dispose of the 
balance of their stock, consisting of 3u0 uprights, 
we shall offer them, whulesale or fetail, at cost of 
production. HARDMAN, PECK & CO., | 
Manufacturers of the Famous HARD)IAN Piano, 

Warerooms, 188 Fifth-avenue. 


NUMBER OF GRAND, UPRIGHT, AND 
Square Pianos, of our make, slightly nsed, almost 

a8 good as new, and fully warranted, will be sold at 
a liberal reductiop from regular prices. 
re. . 


— 


WM, KNABE & CO., 
112 Sth-av., above 1L6th-st. 


7 
‘ 


i 
| 


} to hear him. 


{ preach at 


Pianos to | 


ee ween 


RELIGIOUS NOTICES. 


ae ar nr nn ee ~— 


T THE COLLEGIATE DUTCH CHURCHES. 
—Morning service at 11 o’clock, evening service 


at 8. 

AT THE CHURCH 14 Lafayette-place, near 4th- 
st., Rev. T. W. Chambers, D. D., will preach in the 
morning, Rev. Wm. Walton Clark will preach in the 
evening, and will also conduct a Bible reading on 
Friday evening, Jan. 13, at 8 o’clock. 


AT THE CHURCH 28th-st. and 5th-av., Rev. 
Wm. Ormiston, D. D., will preach at both services. 


AT THE CHURCH 48th-st. and 5th-av., Rev. Fd- 
ward B, Coe, D. D., will preach at both services. 


NNIVERSARY AND TABLET, — SIXTH 

anniversary McAuley Cremorne Mission, 104 
West 32d-st., (near 6th-av.,) Sunday, Jan. 8, 1888. 
At3 P.M. Mr. J. Noble Stearns presides; at 7:30 
Pp. M. Gen. Clinton B. Fisk presides, Brief addresses 
expected from Revs. C. H. Parkhurst, D. D. 
R. S. MacArthur, D. D., Wendell Prime, D, D., C. A 
Stoddard, D. D.; also Messrs. J. Noble Stearns, 
Morris K. Jesup, A. S. Hatch, James Talcott, C. N. 
Crittenton, and other friends of the Mission. Sing- 
ing in charge of Mr. Spencer W. Coe. Interesting 
testimonies hy the converts. A tablet to the memo- 


ry of Jerry McAuley is to be unveiled during the 
afternoon service. 


A A—NEW-YORK TEMPERANCE 
4R.-UNION. — Announcement! Mr. J. B. Gibbs 
having tendered his resignation as President 
of the Manhattan .Temperance Association will, 
with the assistance of his many friends, organize 
the New-York Temperance Union 1n the beautiful 
and cheerful hall of the Grand Masonic ‘Temple on 
Sunday, Jan. 8, at 3 o’clock, (doors open 2:15.) The 
eloguent and popular clergyman, Rev. Father Ed- 
ward McGlynn, will be the speaker. Subject—* Con- 
sistent Temperance.” Fine music! Congregational 
singing!! Public pledge-taking!!! These meetings 
will be non-politital, non-sectarian. 


MERICAN TEMPERANCE UNION, CHICK. 
SA ering Hall.—Sunday, 3 o’clock, addresses by the 
celebrated and eloquent Georgia evangelist, Rev. 
Sam W. Small. Subject—‘*An Appeal from Uncle 
Sam Drunk to Uncie Sam Sober.” None should fail 
Choice musical programme. 





> 





“ASSOCIATION HALL, 23D-S7., CORNER 
4th-av.—Mr. Charles Herald, leader of Cooper 
Union meetings, will address young men Sunday 


afternoon, Jan. 8, at 3:30. Solos by Mr. A. G. Byers. 
All young men welcome. 





AT SOUTH CHURCH, 5TH-AV. & 218T-ST. 
MORNING SERVICE, 11 O’CLOCK. 
Afternoon Choral Service, 4 to 5 P. M. 

Rev. RODERICK TERRY, D. D., Pastor. 
STRANGERS PARTICULARLY INVITED. 
The church is near many hotels. 


AT WEST HARLEM METHODIST EPISCO- 
Zipal Church, 7thav. and 129th-st., Rev. E. S. 
Osbon, D. D., Pastor.—Preaching at 10:30 A. M. by 
rev. J. H. Vincent. At 7:30 P.M. by the Pastor. Sab- 
bath school at 2:30 P.M. Young People’s meeting 
at 6:30 P, M. 


The Veo} 


RELIGIOUS NOTICES. 


AI 


NV ANHATTAN 'TEMPERANCE ASSOCIA- 
PION.—Cooper Union, Sunday, 2:45. Soldiers’ 
day. Col. R.S. Chevis, an ex-Confederate officer of 
Georgia, will make an appeal to Northern soldiers 
tojoin soldiers the South in a national effor. to 
overthrow the liquor power. Progressive report by 
committee appointed to compel the enforcement of 
the Sunday excise laws, usic by Prof. Shaw. 
Song by Mrs. Winterburn, “Silver Medal.” Address 
by Miss Sadie EF. Walkley. Song by Miss Edith 
Mason. I. K. FUNK, D. D., President. 
JOHN CRAWFORD, Secretary. 


EW-YORK SUNDAY SCHOOL  ASS’N. 

1. Primary Union, Mrs. W. F. Crafts, teacher; 

this day, 2 o’clock, Broadway, Tabernacle Chapel, 

2. Teachers’ class, Rev. Dr. Schauffler, conductor; 
8:30 this day, in Broadway Tabernacle. 

3. Teachers’ class, Rev. Dr. Kittredge, conductor; 
this evening. 8 o’clock, Madison-Avenue Re- 
formed Church, corner 57th-st. 

Bible teachers of Harlem, Rev. Dr. Hurlburt, 
conductor; Monday «evening, 8 o’clock, St. 
James's M. E. Church, Madison-av. and 126th-st. 
Superintendents’ class, Mr. Ralph Wells, con- 
ductor; Tuesday, 4 0’clock. Fulton-Street Chapel. 
Teachers’ class, Dr. Howard Crosby, conductor; 
Tuesday evening, 8 o’cleck, Fourth-Avenue 
Presbyterian Church Chapel, corner 22d-st. 
Teachers’ class, Mr. Ralph Wells, conductor; 
Thursday evening, 8 o’clock, in Sixteenth-Street 
Baptist Church, near 8th-av. 

8. Teachers’ class, Mr. Ralph Wells, conductor; 
Friday evening, 8 o’clock, in Hope Chapel, 4th- 
st., between Avenues C and D. 

All persons interested in teaching the young invited. 


NORTH DOTCH CHURCH, 
Fuiton-st. daily noon prayer meeting 
from 12 to1 o’clock. Come in, rest, and pray. 
Stop 5, 10, or 20 minutes, or the hour, as your time 
admits. No, 113 Fulton-st. and 68 Ann-st, 


TEW JERUSALEM CHURCH, EAST 35TH. 

st., between Park and Lexington avs., Rev. S. 
S. Seward, Pastor.—Services, 11 A. M. Subject— 
© The Secret of SpiritualLife.” Sunday school, with 
adult classes, 12:15 P.M. 


ARK-AVENUE METHODIST EPISCOPAL 

Church, corner of 86th-st.—The Pastor, Dr. James 
M. King, will preach at 10:30 A. M. and 7:30 P. M. 
Morning text—‘‘ Whois this?’ Evening text—‘In 
the name of our God we will set wp our banners.” 
Special services evenings the coming week. 


HILLIPS PRESBYTERIAN CHURCH, COR- 

ner 73d-st. and Madison-av.—Rev. Dr. Alexander 
will preach to-morrow morning and Rev. Wm. Ches- 
ter in the evening. Services at 11 A, M., 8 P.M. 


ILGRIM CHURCH, (CONGREGATIONAL,) 

Madison-av. and 121st-st., Rev. Samuel H. Vir- 
gin, D. D., Pastor.—Sabbath service—morning, 11; 
evening, 7:30, All seats free at evening service, 

UTGERS PRESBYTERIAN CHURCH 
Madison-av., corner 29th-st.—Rev. Robert Rus- 
sell Booth, D. D., Pastor, will preach Sunday 11 A. 
M. Sunday school, 9:45 A. M. Weekly meeting, 
Wednesday, 8 P.M. Visitors cordially welcome. 














es REFORMED CATHOLIC SERVICES, 
ZA Grand Opera House, 23d-st. and S8Sth-av.—Even- 
ing, 7:30, Father Q’Connor preaches; subject— 
“ Papal Jubilee Sermons; ‘Cathotics must not think 
for themselves’ according to Archbishop Corrigan 
and Preston.” 





A UNETARIAN SERVICE.—U NITY CONGRE. 


gational Society, at Arthur Hall, west side 6th- 
av., between 126thand 127th sts. Sunday school at 
iQ. Preaching at 11 by the Rev. Merle St. Croix 
Wright, } : 
THIRTIETH-STHREET 


T METHODIST 
4A Episcopal Church, between Sthand 9th avs., Dr. 
John G. Oakley, Pastor.—Preaching at 10:30 and 
7:30. Revival services through the week, com- 
mencing each evening at 7:30. 


A ' FIFTH-AVENUE BAPTIST CHURCH, 
4% Dr. Armitage, Pastor, preaches, atll A. M.—‘ Ser- 
mon to Children,” and 7:45 P. M.—‘“Sermon to 
Young Ladies.” Sunday school, 9:30 A. M. Prayer 
meeting, Wednesday, 8 P. M. 


; Sullivan. 





eT. LUKE’S METHODIST EPISCOPAL 
Church, 41st-st., between 6th-av. and Broadway. 
— Preaching by the Pastor, Rev. E. 8S. Tipple, at 11 
A. M.and7:45 P. M. Sunday school, 2:30 P. M. 


Young people’s prayer service, 7 P. M. All are in- 
vited, 

iP. JAMES’S METHODIST EPISCOPAL 
WI Church, Madison-av., corner of 126th-st.—Rev. 
Henry Baker, D. D., will preach at 10:30 A. M. and 
7:30 P.M. Evening subject: “Joseph and Jesus.” 
A cordial welcome to all. 


qt. JAMES’S CHURCH CHOIR FESTIVAL, 
W Madison-av. and 71st-st.—Sunday evening, at 8. 
Anthem, “The Prodigal Son,” composer, Sir Arthur 

Morning service at 11. Strangers wel- 





come, 


JT. PAUL’S METHODIST EPISCOPAL 
Church, 4th-av. and 22d-st.—Preaching by the 
Pastor, Rev. Dr. Ensign McChesney, at 11 A. M. 
and 7:45 P. M. Sunday school, 2:30 P. M. Lecture 
and prayer meeting, Wednesday evening at 8. 








A LL SOULS’ CHURCH., 4TH-AV., CORNER 
fi 20th-st.—Sunday school, 9:45 A.M. Morning at 
lland evening at 8. Sermon bythe Rev. Francis 
B. Hornbrooke of West Newton, Mass. Public 
cordially invited. 

T TRINITY BAPTIST CHURCH, 55TH-ST., 
finear Lexington-av., Rev. D. C, Hughes will 
preach at 10:30-A. M., John T. Vine will 
7:30 o'clock every evening during the 
Sabbath school at 2 P. M. 


Rev. 


week, 


AT WASHINGTON-SQUARE METHODIST 
4i Episcopal Church, 4th-st., near 6th-av., Rev. 
John Rhey Thompson, Pastor.—Morning, 10:30, 
holy communion. Evening, 7:30; topic—*God 
Seeking Man.” Strangers cordially invited, 
ce T THE NINTH @HOUR,.”— SAMUEL 
LA Sheffield Snow, God’s messenger, preaches the 
sure word of prophecy in the University, Washing. 
ton-square, at3 P. M. Subject—‘** Rome’s Approach- 
ing Doom.” 





AT BLOOMINGDALE REFORMED 
£4 Church, Broadway and 68th-st.—Rev. Carlos 
Martyn preaches at 11: ‘Divine Providence.” At 
7:45: “Is the World Growing Worse or Better!” 
Strangers invited. 


Az THE SCOTCH PRESBYTERIAN 
Church, 14th-st., near 6th-av., the Pastor, Rev. 
S. M. Hamilton, D. D., will preach at 10:30 A, M. 
and 4 P. M. 
SBURY METHODIST EPISCOPAL 
4iachurch, east side Washington-square, Rev. F. 
Bottome, D. D., 
7:30 P. M. 





Pastor.—Services 10:30 A. M, and 
All seats free. 


LL SOULS’ CHURCH, 48STH-ST,, WET 
4iot Gth-av.—Rev. R. Heber Newton will preach 
at 11 A. M.; subject—“A Plea for International 
Arbitration.” 


PEREAN 





BAPTIST CHURCH, CORNER 
3} Bedfordand Downing sats.; Edward Judson, D. D., 
Pastor.—Sunday preaching and communion 10:30; 
preaching and baptism, 7:30; Sunday school, 2:30; 
special evangelistic preaching services every night; 
Gospel singing by W. G. Heinrich and F. M. Lamb. 
Seats free. All welcome. 
H RICK CHURCH, CORNER OF 5TH-AV., 
13ith-st.—The Pastor, Rev. Henry Van Dyke, 
D. D., will preach on Sunday, Jan. 8, at 11 A. M, 
and 4:30 P. M. 


Y\ENTRAL PRESBYTERIAN CHURCH, 

/ West 57th-st., between Broadway and 7th-av., 
Rev. J. D. Wilson, D. D., Pastor.—Sermon at 11 A. 
M. by Rev. C. H. Everest, D. D.; subject—‘A 
Strong Religion.” Rev. A. F. Schauffler, D. D., at 
7:45 P. M.,sermon before the Young People’s Soci- 
ety ve Christian Endeavor. Strangers cordially in- 
vited. 


NERTRAUL CONGREGATIONAL CHURCH, 

/West 57th-st,, west of Sth-av.—Rev. William 
Lioyd will preach at 11 A. M. and 7:46.P.M. Com- 
munion of the Lord’s supper and reception of mem- 
bers. Morning subject—‘* With the Saintsin Light.” 
Evening subject—‘* The Philosophy of a Happy Life 
and Death.” Strangers cordially welcomed. 


HURCH O¥ THE COVENANT, (PRESBY- 

/terian.) Park-av., corner 35th-st.—Rev. Marvin 
R. Vincent, D. D., Pasto1, will preach Sunday, 8th 
inst. Servicesat11A.M. Sunday school at 0:30 A, 
M. Weekly meeting, Wednesday, 8 P. M. 


HURCH OF THE HEAVENLY REST.— 
One hour service! Sunday next, at 8 P. M.! 


Seats free. Sermon by the Recter, Rev. D. Parker 
Morgan. 


HURCH OF THE INCARNATION, MADI. 
son-av. and 85th-st., Rev. Arthur Brooks, Rector. 
—Morning service at11 A.M. Afternoon at 3:30 P. 
M. Strangers cordially invited. 
HURCH OF THE HOLY TRINITY, MADI- 
‘son-av., corner 42d-st.—Morning service, 11 A. M. 
Evening service, 8 P. M., by Rev. E. Walpole War- 
ren. 


ANAL-STREET PRESBYTERIAN CHURCH, 

Greene-st., near Canal.—Revy. E. P. Payson will 
preach at 10:30 A, M.and4 P.M. Sabbath school, 
2:30 P. M. 

ENTRAL METHODIST EPISCOPAL 

Church, Tth-av. and 14th-st.—Rev. Bidwell 
Lane, Pastor, will preach at 10:45 A. M. and 7:45 
P. M.; evening subject—* Boasting of To-morrow.” 

OLLEGIATE REFORMED CHURCH, 

123d-st. and lLenox-av.—Services 10:30 and 


7:30. Preaching by the Pastor, Rev. George 
Hutchinson Smyth. 


OLLEGIATE 











; REFORMED CHURCH, 
‘Harlem, 121st-st. and 3d-av., Rev. J. Elmendorf, 


D. D., Pastor, preaches, 11 A. M, and 7:30 P. M. 


\HURCH OF THE MESSIAH, CORNER 
/ 34th-st. and Park-av.—Services at 11A.M. Ser- 
mou by the Rev. Robert Collyer. 


OGOOPER UNION GREAT HALL.—JAN. 8, 
7:30, Charles Herald on ‘‘ Helps.” N. E. Byers 
and large chorus choir. 


NHRIST CHURCH, 5TH-AV, AND 35TH. 
st.. Rev. Dr. J. 8S. Shipman, Rector.—Divine 
service, 11 A. M. and 4 and 7:30 P, M. 


IGHTEENTH-STREET METHODIST 

Episcopal Church, (near 8th-av.)—Services, morn- 
ing, 10:30; evening, 7:30. Preaching by Rev. Chas. 
R. North, Pastor. special services during the week, 
commencing at 7:30 P. M. 














OURTH - AVENUE PRESBYTERIAN 
Church, 4th-av. and 22d-st.—The Pastor, Rev. 
Howard Crosby, will preach next Sunday morning 
at 11 o’clock and in the evening at 8. The evening 
discourse will be the first in a series on the Jewish 
Church, Strangers are invited. 


{IRST BAPTIST CHURCH, PARK-AY. 
and 39th-st.—Preaching by the Pastor, Rey. I. M. 
Haldeman at 11 A.M. and 7:45 P. M. Lecture on 
“Prophecy” Tnesday evenings. Prayer meetings 
Friday evenings 7:45. 
‘IVE POINTS HOUSE OF INDUSTRY, 155 
Worth-st., William F. Barnard, Superintendent. 
—Service of song every Sunday at 3:30 o’clock. The 
service is almost wholly by the children of the insti- 
tution. Public cerdially invited. 
FPIRST REFORMED EPISCOPAL CHURCH, 
Madison-av. and 55th-st.—Services, 11 A. M. and 
7:45 P. M.; the Rector, Rev. Wm. T. Sabine, will 
preach. Sunday school, 9:30 A. M, and 3 P. M. 


VIRST PRESBYTERIAN CHURCH, 5TH- 
Richard D. Harlan, 














av., corner 12th-st., Rev. 
Minister.—Services at 11 A. M.and4 P.M. Strang- 
ers cordially invited. 
FEF? RST REFORMED PRESBYTERIAN 
Church, 12th-st., between 6th and 7th avs., Rev. 
J. M. Stephens, Pastor.—Services at 10:30 A. M. 
and 3:30 P. M. 


[Anise sAYERUE BAPTIST CHURCH, 
L¥i corner of 3lst-st.—Preaching by the Pastor, Rev. 
Cc, D. W. Bridgman, D. D., on Sunday, Jan. 8. Serv- 
ices at 1i A. M. and 7:45 P. M. Sunday school at 
pb M. Chapel service on Wednesday evening 
at 7:45. 


VM ACDOuGAL-STREET BAPTIST CHURCH, 
iVibetween Spring and Prince.—Rev, John W. 
Ashworth, Pastor, preaches 10:30 and 7:30. Sabbath 
school 2:15. Social services Wednesday and Fri- 
day, 7:30, Seats free and strang( rs welcome. 


i ADISON-AVENUE METHODIST EPISCO- 
pal Church, corner 60th-st.. Rev. Dr. C, P, Mas- 
den, Pastor.—Preaching by the Pastor at 11 A. M. 
aud$ P.M. Sunday school at 9:30 A. M. Young 
people’s prayer meeting at7 P. M. All are welcome. 


\ ADISON-AVENUE REFORMED CHURCH, 
Lcorner 57th-st.—Rev. A. E. Kittredge, D,. D., 
Pastor, will preach morning at1l1, evening at 7:45. 
Union Hible class Saturday evening at 8. Con- 
ducted by Dr. Kittredge. 


Madison - AVENUE PRESBYTERIAN 
Church, corner 53d-st.—Rev. W. D. Buchanan 
will preach at 11A.M and 7:45 P.M. Strangers 
cordially welcome. 











ST. STEPHEN’sS CHURCH 
46th-st., north side, between 5th and 6th avs. 
The Rey. A. B. Hart, Rector. 
Service on Sunday at 11 A.M. and4 P. M. 
wes ANN’S CHURCH, WEST 1STH-ST¥— 
tO Seats free, Vested choir. Services, 8, 11, 4, and 
7:45. For deaf-mutes at 2:45. Sunday school, 3:15. 
Daily service, 9 and 5, 





TNAHE GOSPEL AS JESUS TAUGHT IT, 
without money and without price.—Mrs, Anna 
J. Johnson has opened day and evening classes at 
her home, 200 West 59th, wherein her students, 
by the study and application of God’s word, become 
redeemed trom sit and sickness in soul and body, 
“ Living witness.” Free to all. 
be SOCIETY FOR ETHICAL CULTURE, 
i —Dr. Stanton Coit will lecture before this soci- 
ety at Chickering Hall on Sunday, Jan. &; subject— 
* The Social Responsibilities of Young Men.” Doors 
open at 10:30; close at 11:15. All interested are 
invited to attend. 


T HIRD REFORMED PRESBYTERIAN 
Church, 23d-st., between 7th and 8th avs.— 
Preaching to-morrow at 10:30 A. M. by the Pastor; 
at3 P. M., communion service; at 7:45, preaching 
by Rev. J. M. McElhinny. All invited. 


TRHIRTY-FOURTH-STREET REFORMED 

Church, westof 8th-av., Rev. J. M. Dickson, D. 
D., Pastor.—Services at 10:30 A. M. and 7:30 P.M. 
Strangers welcomed. 


HAIRTEENTH-STREET PRESBYTERIAN 
Church, between 6th and 7th avs.—Communion 
service at 10:30 A. M. Rev. J. M. Worrall, D, D., 
Pastor, will preach at 7:30 P. M. Strangers welcome. 


Usiesess*. = PLACE PRESBYTERIAN 
Church, corner of 10th-st., Rev. George Alexan- 
der, D. D., Pastor.—Public worship to-morrow at 11 
A. M., at4 o’clock in the afternoon, andat 8 P, M. 
Wednesday evening service at 8 o’clock, 


Ww EST TWENTY-THIRD-STREET PRES- 
byterian Church, 23d-st., near 7th-av.—Sunday, 
Jan. 4%, preaching at il A. M. and 7:45 P. M. by the 
Pastor, Rev. R. F. Sample, D. D. Sunday school, 
9:30 A. M. 








_____ RAILROADS. 


WEST SHORE RAILROAD. 


N. Y. C. & H. R. R. R. Co., Lessee. 
Trains leave West 42d-st. station as follows, and 
20 minutes earlier from foot of Jay-st., N. R.: 
Detroit and Chicago, *9:55 A. M., *6:00, *8:15 P, M.; 

St. Louis, *6:00, 8:15 P. M. 
fyracuse, Buffalo, Rochester, Suspension pees 

Niagara Falls, 3:15, 9:55 A. M., *6:00, *8;15 P. M. 
Utica, 3:15, *9:55, A11:80 A. M., *6:00, *8:15 P. M. 
Kingston, Saugerties, Catskill, Albany, 3:15, *7:15, 

*9:55, Al1:30 A. M., 84:00, *6:00, *8:15 P. M. 
Cranston’s, West Point, Cornwall, Newburg, *3:15, 

*7:15, *9:55, *10:15, Al1i:30 A. M., S4:00, 4:10, 5, 

8:15, 8:45 P. M., and *6:00 P. M., Cranston’s, Corn- 

wail, Newburg. 

For Montreal and Canada East, *6:00 P. M. 
Hamilton, London, *9:55 A. M., *6:00, *8:15 P. M. 
Toronto, {9:55 A. M., 16:00, *8:15 P. M. 

Elegant sleeping cars for Buffalo, Niagara Falls, 
Detroit, Chicago, and St. Louis. 

*Daily. tDaily, except Saturday. Other trains 
daily except Sunday. AS leaves Jersey City P. R. 
R. station; All:20 A. M., S3:40 P. M.; Hoboken, 
West Shore Station: A11:30 A. M., 83:50 P. M. 

For tickets, time tables, parlor or sleeping car ac- 
commodations, or information, apply at offices: 
Brooklyn—333 Washington-st., 730 Fulton-st., An- 
nex Office, toot of Fulton-st. New-York City—363, 
785,942 Broadway, 12 Park-place, 15312 Bowery, 
and West Shore Station, foot of West 42d-st., foot of 
Jay-st., North River. C. E. LAMBERT, 

6 Vanderbilt-av. General Passenger Agent. 


~ NEW-YORK & FLORIDA SPECIAL,” 
PENNSYLVANIA RAILROAD, 


COMPOSED EXCLUSIVELY OF 
PULLMAN, VESTIBULE, SLEEPING, DIN. 
ING, AND SMOKING CARS, 


HEATED BY STEAM, 


runs through to Jacksonville in 30hours. Leaves 
New-York, Monday, Jan. 9; Friday, 13; Wednesday, 
18, and every Monday, Wednesday, and Friday there- 
after at 9:30 A. M. 

Space may be secured in advance upon application 
to agents of Pennsylvania Railroad. 
CHAS. E. PUGH, J. R. WOOD, 

General Manager. Gen’l Pass. Agent. 


CAPE CHARLES ROUTE 


TO 
OLD POINT COMFORT,: 


NORFOLK, PORTSMOUTH, 


AND THE SOUTH. 


On and after Nov. 13, 1887, express train for Old 
Point Comfort, Norfolk, and points South, via the 


NEW-YORK, PHILADELPHIA & NORFOLK k. R. 


will leave foot of Cortlandt and Desbrosses sts. at 
3:00 P. M. daily, arriving Old Point 9:00 A. M. and 
Norfolk 10 A. M. Pullman sleepivg car through to 
Cape Charles. Tickets and sleeping berths secured 
at any ticxet office of the Pennsylvania Railroad Co. 
R. B. COOKE, G. P. and F, A. 
H. W. DUNNE, Supt. 


ERIE RAILWAY. 


Trains leave Chambers-st. station as follows, (from 
23a-st. five minutes earlier:) 

9:00 A. M. week days. (8:30 A. M. Sundays.) Day 
Express. Buifet drawing room coaches to Bingham- 
ton, Elmira, Hornelisville, Buffalo. Pullman sleep- 
ing coach Hornellsville to Cincinnati. 

5:00 P. M. daily, “ Chicago and St. Louis Limited,” 
a solid Pullman train of day and buffet sleeping 
coaches to Buffalo, Suspension Bridge, Meadville, 
Cleveland, Cincinnati, Chicago, and St. Louis. No 
extra charge for fast time, 

7:45 P. M., (5 P. M. Sunday.) (23d-st., 7:25,) 
Rochester Express. Pullman buffet sleeping coaches. 
11:30 P. M, daily, Chicago express. ullman da, 
and sleeping coaches to Binghamton, Elmira, But. 

falo, Niagara Falls, Cincinnati, and Chicago. 

For local traius see time table and cards in hotels, 
ig Ras oftices, and stations. 

R. H. SOULE, L. P. FARMER, 
Gen’l Manager. Gen’l Passenger Agent 
NEW-YVORK,ONTARIO AND WESTERN R’Y. 

Trains leave from ferries at West 42d and Jay sts. 
as follows: 

West 42d, 7:50 A. M.; Jay-st., 7:30 A. M.; for Mid- 
dietown, Fallsburg, Monticello, Liberty, Walton, 
Deihi, Norwich, Utica, Rome, Oneida, Fulton, Os- 
weno, Buffalo, Detroit, Chicago, Walkill Valley 
points. 

West 42d, 4:10 P. M.; Jay-st., 3:55 P. M., for Mid- 
dletown, Ellenville, Walkill Valley points. 

West 42d, 5:35 P. M.; Jay-st., 5:15 P. M., daily, 
for Middletewn, Fallsburg, Liberty, Walton, Nor- 
wich, Oneida, Oswego, Suspension Bridge, Detroit, 
Chicago, 8t. Louis. Buftet sleepers to Niagara Falls. 

Puliman sleeping car berths reserved at 307 
Broadway. Time tables, tickets, &c.. at 207, 307, 
944, 1,323 Broadway, 737 6th-av., 134 East 125th- 
st., 264 West 125th-st., New-York. 

J. C. ANDERSON, G. P. A, 
18 Exchange-place, New-York. 
NIEW-YORK, NEW-HAVEN AND HART. 
FORD R. R.—Trains leave 42d-st. depot for 
New-Haven or points beyond at 5, 7, *8, “. 9:17, 
*1], 11:27 A. M., 412:30, *1, *2, *3, 3:02, 13:40, *4, 
*4;30, 14:45, 15:35, 6:45, 8:15, 9:25, *10:30, *11, 
11:35 P.M. Local trains~-10:05 A, M., 1:20, 2:20, 
4:02, 5:07, 5:09, 5:42, 5:44, 6:13, 7:40, 11:35 P. M. 
For particulars see time table, 
*Express, 


tLocal Express, 


+ Connection to Reading and Harrisburg. 


Times, Sutuday, Janey 7, 1888, 


RAILROADS. 


PRA P AABN en, 


PENNSYLVANIA RAILROAD. 


On and after Jan. 2, 
GREAT TRUNK LINE 
AND UNITED STATES MAIL ROUTE, 

Trains leave New-York, via Desbrosses and Cort- 
landt Streets Ferries, as follows: 

Harrisburg, Pittsburg, and the West, with Pullman 
Palace Cars attached; 9:00 A. M.,7 and 8 P. M. 
daily. New-York and Chicago Limited of Parlor, 
Dining, Smoking, and Sleeping Vestibuled Cars 
at 9:00 A, M. every day. 

Williamsport. Lock Haven, 9:00 A. M.,8 P. M.; 
Corry and Erie at 8 P. M., connecting at Corry for 
Titusville, Petroleum Centre, and the Oil Regions, 

= sage 9:00 A. M., 3:20 P. M., and 22:15 
n 

For Norristown, Phoenixville, Pottstown, and Read- 
ing, 6:20 A.M., 1:00 and 4:00 P. M. Saturdays 
only, 8:00 P.M. Sundays, 6:16 and 10:00 A. M. 

Baltimore, Washington, and the South. “ Limited 
Washington Express” of Pullman_ Parlor Cars 
and Pennsylvania Railroad Dining Car daily, ex- 
cope Sunday, 10:00 A. M., arrive Washington, 
4:00 P, M., and daily, 3:40 P. M., arrive Washing- 
ton, 9:12 P. M.; regular at 6:20, 3:00, and 8:30 
A. M,, 1:00, 2:00, 4:30, and 9:00 P. M., and 12:15 
night. Sunday, 6:15 and 9:00 A. M., 4:30 and 
2:00 P. M., and 12:15 night. 

For Atlantic City, 1:00 P. M. week days, 

For Cape May, 11:10 A. M. week days. Saturdays 
only, 1:00 P, M. 

Long Brauch, Bay Head Junction, and intermediate 
stations, via Rahway and Amboy, 9:10 A. M., 
12:00 noon, 3:40 and 5:00 P. M. On Sunday, 9:45 
A. M. and 5:00 P. M., (do not stop at Asbury 


Park.) 

For Old Point and Norfolk, via New York, Philasel- 
phia and Werfolk Railroad, 8:00 P. M. every day; 
via Baltimore and Bay Line, 4:36 P. M. week days. 

Boats of “ Brooklyn Annex” conuect with all 
through trains at Jersey City, affording a speedy 
and direct transfer for Brooklyn travel. 

Trains arrive: From Pittsburg, 7:10, 8:00, 11:30 
&. M., 7:00 and 9:85 P. M., daily. From Washing- 
ton and Baltimore, 6:20, 6:50 A, M., 1:20, 3:20, 
3:30, 4:50, 5:50. 9:20, and 10:35 P.M. Sunday, 
6:20, 6:50 A. M., 3:20, 5:50, 9:20, and 10:35 P. M, 
From Philadelphia, 3:50, 6:20 6°50, 7:10, 8 
9:20, 9:30, 10:40, 11:30, 11:50 A. M., 1:20, ¢ 3 
3:20, 3:30, 4:50, 6:50, 6:20, 7:00, 7:20, 8:50, 9:20, 
9:35, 10:35 P. M., and 12:2U night. Sunday, 3:50, 
6:20, 6:50, 7:20, 8:05, 11:35, 11:50 A, M., 3:20, 
5:50, 7:00, 8:05, 9:20, 9:35, 10:35 P. M. 


FOR PHILADELPHIA. 


Express trains leave New-York, via Desbrosses and 
Cortlandt Streets Ferries, as follows: 

6:20, 7:20, 8, 9, (9 Chicago Limited and 10 Washing- 
tor Limited, Dining Cars,) and 11:00 A. M., 1:00 
2:00, 3:20, 4, 4:30, 5:00, 6:00, 7:00, 8:00, and 9:00 
P. M., and 12:15 night. Accommodation, 8:3C and 
11:10 A. M.,4:40 and 7:00 P. M. Sundays, Ex- 
ress, 6:15, 9:00, (9 Limited,) and 10 A. M., 4, 4:30, 

, 6, 7,8, and 9 P. M., and 12:15 night. 

Trains leaving New-York daily, except Sunday, at 

8:00, ¥,and 11:10 A. M., 1, 2,4, 5, 8 P. M., and 10 


200, 
0 


A. M., and 6:00 P, M. on Sundays, connect at 
Trenton for Camden. 

Returning, trains leave Broad-street station, Phila- 
delphia, 12:01, 3:20, 4:05, 4:40, 5:85, 6:60. 7:30, 
$:20, 8:50, 9:40, 1l,and 11:15 A. M., (Limited Ex. 
art with Dining Car, 
I 


1:14 pend 4:50 P. M. 
2:49, 2:30, 3:20, 4, 5, 6, 6:35, 7:12, 8:12, and 9:50 
>,M. On Sunday, 12:01, 3:20, 4:05, 4:40, 5:35, 

8:30, 9:40 A. M., 12:49, 3:20, (4:50 Limited,) 5:28, 

6:35, 7:12, and 8:12 P.M. 

Leave Philadelphia, via @amden, 9:00 A. M. 

4:30 P. M. daily, except Sunday. 

Ticket offices, 849, 435, and 944 Broadway, 1 Astor 
Tiouse, 8 Battery-place, and foot of Desbrosses and 
Cortlandt sts.; 4 Court st. and Brooklyn Annex sta- 
tion, foot of Fulton-st., Brooklyn; station, Jersey 
City; Emigrant Ticket Office, Castle Garden. 

The New-York Transfer Company will call forand 
check baggage from hotels and residences. 

CHAS, E. PUGH, J. R. WOOD, 

General Manager. General Pass’r Agent, 
a) 
NEW-YORK CENTRAL AND 
Tv 
GREAT FOUR-TRACK TRUNK LINE. 
On and after Dec. 30 trains leave 
GRAND CENTRAL STATION, ON 42D.-ST., 

Largest and finest Passenger Station in America. 

Stopping at New Up-town Station on 138th-st. as 
noted, 

+8 A. M,, Rochester aud Montreal Express, draw- 
ing room cars to Albany, Troy, and Syracuse, also 
to Montreal and St. Albans, 

*9:50 A, M., FAMOUS VESTIBULED CHICAGO 
LIMITED, composed exclusively of buffet smoking 
car, dining car, drawing room and sleeping cars, for 
Albany, Utica, Syracuse, Rochester, Buffalo, Erie, 
Cleveland, and Toledo, arriving Chicago 9:50 A. M. 
next day. 

10:30 A. M.,, Chicago Express, for Niagara Falls, 
Toronto, Cleveland, Cincinnati, Indianapolis, De- 
troit, and Chicago; drawing room cars to Canan- 
daigua and Rochester. 

+11:30 A. M., Western NewYork and Northern 
Express, with drawing room cars, 

3:30 P. M., Albany, Troy, and Utica special, with 
drawing room cars to Albany and Troy. Connects 
at roy for Saratoga on Saturdays only. 

*4 P. M., Accommodation to Albany and Troy. 

#*6 P. M., Fast Chicago, Cincinnati, and St. Louis 
Express for Niagara Fails, Buffalo. Suspension 
Bridge, Toronto, CleveJand, Cincinnati, Indianapo- 
lis, St. Louis, Toledo, Detroit, and Chicago, with 
sleeping and dining cara. 

t*6:30 P. M.. Montreal and Canandaigua Express 
daily, sleeping cars to Platisburg and Montreal via 
Rouse’s Point tnd via St. Albans, aiso to Syracuse 
and Canandaigua daily, except Sunday. Sunday 
train does not run west of Albany. 

P. M., Special Sleeper, arrives Rochester 7:40 

A. M., Buffalo 9:35 A. M., and Cleveland 1:25 P. M. 

next day. 

t*11:30 P. M., Fast Night Express for Rochester, 
Buffalo, Niagara Falls, Toronto, Cleveland, Cincin- 
nati, Indianapolis, St. Louis, Detroit, and Chicago, 
with sleeping cars. Sleeping cars to Watertown,via 
Utica, daily, except Saturday. Alsoto Canandaigua 
on prope only. 

12:00 night, Albany Express, with sleeping cars 
to Albany and Troy. Connects with the mornin 
trains for the West, for Saratoga, Lake George, and 
the North, (except Saturday night.) 

Tickets and space in drawing room and sleeping 
cars on sale at Grand Central Station, 413, 785, and 
942 Broadway, 12 Park-place, 7 Battery-place, 62 
West 125th-st., and 138th-st. station, New-York; 
333 Washington and 730 Fulton-st., Brooklyn, and 
79 4th-st., Williamsburg. 

Westcott’s Express calls for and checks baggage 
from hotels and residences. 

*Run daily; others daily except Sunday. {Stop at 
138th-st. station to take up passengers for North 
and West. 

HENRY MONETT, General Passenger Agent. 

J.M,. TOUCEY, General Superintendent. 


LEHIGH VALLEY RAILROAD, 

PASSENGER TRAINS leave foot of Cortlandt 
or Desbrosses st. as follows: 

7 A. M. for Catasauqua and intermediate points. 

8 A, M. for Geneva, Lyons, Elmira, Rochester, 
Buffalo, and the West, and principal local points. 
Chair car to Wilkesbarre. 

1 P. M. tor Tunkhannock and intermediate points. 
Chair car to Tunkhannock. Connection to Reading 
and Tp ex mks 

3:40 P. M, Pittston and principal intermediate 
points. Chair car to Pittston. 

5:20 P. M. tor Coplay and intermediate points. 
Chair car 


») 


and 





to copay: 

5:50 P. M. for Geneva, Lyons, Elmira, Rochester, 
Butfalo, and the West. Pullman sleepers to Lyons. 

8:15 P. M. for Laury’s and intermediate points. 

Trains leaving at$ A. M.,1 P. M., and 4:40 P. M., 
connect at all points in Mahanoy and Hazleton 
Coal Regions. 

SUNDAY TRAINS—8 A. M. for Mauch Chunk, 
Hazleton, and intermediate points. 

5:20 P. M. tor Coplay and intermediate points. 

5:50 P. M for Geneva, Lyons, Elmira, Rochester, 
Buffalo, and the West. Pullman sleepers to Lyons. 
GENERAL EASTERN OF FICE,235 BROADWAY 


FOR PHILADELPHIA AND TRENTON, 
BOUND BROOK ROUTE. 
TIME TABLE OF NOV. 20, 1887. 
Station in New-York, foot of Liberty-st., N. R. 
Leave New-York 4:00, 7:30, 9:00, 11:00 A. M., 
1:30, 3:00, 4:00, 5:30, 7:30, 12:00 P. M. Sundays, 
4:00, 8:46 A. M., 5:30, 12:00 P. M. 
Leave Philadelphia, corner 9th and Green sts., 
7:30, 8:30, 9:30, 11:00 A. M., 1:15, 3:45, 5:15, 6:45, 
12:00 P. M. Sundays, 8:30 A. M., 5:30, 12:00 P. M. 
DRAWING ROOM AND SLEEPING CARS. 


HORE LINE—ALL RAIL ROUTE—FOR 

Boston, Newport, andthe East. Express leaves 
Grand Central Station at 8A. M.;1P.M. Limited 
Express, and a new express train at4 P. M,, except 
Sunday; fast express at 11 P. M. daily. Palace par- 
lor cars or sleeping cars to destination. 








f ra 
STEAMBOATS. 
~ PPAR Sees one 
ROVIDENCE LINE,—FOR PROVIDENCE 
direct; freight department. Steamers leave Pier 
29 (old) North River, foot of Warren-st., daily at 
4:30 P. M., (Sundays excepted,) for Provicence, 
Boston, Lowell, Lawrence, Nashua, Manchester, 
Clinton, Fitchburg, Worcester, Portland, and all 
New-England points. Connect with Boston and 
Providence, Providence and Worcester, Boston and 
Maine, Boston and Lowell, Fitchburg and Concord 
Railroads. Insured bills of lading given. For rates 
and information apply to 

ISAAC ODELL, Agent, P, O. Box 2,859, New-York. 


}t OsSTON VIA FALL RIVER LINE.—ONLY $3 

for first-class limited tickets; REDUCTION TO 
NEWPORT, FALL RIVER, and all other points. 
Steamers PILGRIM and PROVIDENCE leave 
Pier 28 N, K., foot of Murray-st., 4:30 P. M. week 
days only, (Sunday trips will be resumed early in 
April, 1388;) connection by Annex boat from 
BROOKLYN and JERSEY CITY at4P. M. AN 
ORCHESTRA ON EACH STEAMER. Tickets 
and staterooms secured at principal transfer and 
ticket offices, at office on Pier 28, and on steamers. 


ORWICH LINE, — FAVORITE INSIDE 

route. Fares reduced. To Boston, $3; Worcester, 
$2 50; Norwich, $1 65; New-London, $1 40. Cor. 
responding reduction to all points East. Steamers 
City of Worcester, wee! of Boston, and City of Law- 
rence leave Pier 40, (° d number,) foot of Watts-st., 
(next pier above Desbrosses-st. Ferry,) daily, Sun- 
days excepted, at4:30 P.M. G.W. BRADY, Agent, 
Boater. PROVIDENCE, AND EAST, VIA 

STONINGTON LINE.—{fnside route at lowest 
rates. Steamers leave new Pier 36 N. kK., one 
block above Canal-st., at4:50 P. M. daily, except 
Sunday. 


OR NEW-HAVEN.— STEAMERS LEAVE 

Peck-slip, Pier 25 E. R., at 3 P. M. and 11 P. M., 
(Sundays excepted.) Steamers arrive in time for 
trains North and East. 


COPARTNERSHIP NOTICES. 


~e 
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NEW-YORK, Jan. 5, 1888. 
HE FIRM OF A. RIESENBURGER & CO., 
composed of ALEXANDER RIESENBURGER 
and ARTHUR YESKY, has been this day dissolved 
by mutual consent. A. RIESENBURGER. 
ARTHUR YESKY., 


“4 
HOTELS. 

Wy assron HOUSE, BROOKLYN HEIGHTS, 

N. Y., directly opposite Wall-st., New-York; 
four minutes’ walt from Fuiton or Wail Street 
Ferry and the bridge terminus; superior accommo- 
dations; reasonable rates; select family and tran- 
sient hotel; 200 rooms. 


LOST AND FOUND. 


— 


nce 


OST OR STOLEN,.—BANK BOOK NO. 142.,. 

273 of the Emigrant Industrial Savings Bank. 
The finder will be rewarded on leaving it at the 
bank, No. 51 Chambers-st. 


MUSICAL. 
coypusic AND MORALS.”—NEW PAPER. 
Samplo copy sent tree. Address WATSON’S 
Conservatory, 10 East l4th-st., New-York. 


CELTIC, Capt. IRVING.. 


BOARDING AND LODG 


OOD I A EES LOD 


THE UP-TOWN OFFICE, OF THE TIMES. 


The ONLY up-town office of THE TIMES is at 
No. 1,269 Brondway. Open daily, Sundays in- 
cluded, from 4 A. M. to 9 P.M. Subscriptions re- 
cecived and copies of 

THE TIMES for sala. 
ADVERTISEMENTS RECEIVED UNTIL 9P.M. 


TH-AY., 353, CORNER 34TH.—FRONT AND 
e/rear rooms, second floor, with board; terms mod. 
erate. 


TH-AV.. NO. 72,.-LENOX OFFERS ELE. 
gantapartments, furnished, with all conveniences; 
French cuisine. , 
14 WEST S34TH.—TWO LARGE ROOMS, 
handsomely furnished, with board. 


215 second and third floors; superior table; ref- 
erences exchanged. 


QQD-ST.. 11 EAST.-HANDSOMELY FUR- 
-v-enhished rooms, with board; references. 


SRr-et. 24:2 KAST.—BOARD; FURNISHED 
rooms; brownstons house; heat, gas, bath; 
terms $d. 
3 TH-ST., 18 WEST. — HANDSOMELY 

furnished third-story front room. with board; 
references. 


3! EAST 22D-ST.—_HANDSOME SUITE OF 
e rooms on third floor: also, hall room, with 
board; references. 


44 EAST 30TH-ST.— SECOND FLOOR 
rooms, en suite or singly, on reasonable terms, 
with or without board; references. 





4.5, EAST 4187-87. DELIGHTFUL, SUNNY 

front room, width of house, in private family; 

excellent table. 

4 TH-ST.. 16 EAST. —ELEGANT SUITE, 
together or separately; also, fourth-floor room; 

superior table. 

53 WEST 33D-8T.—LARGE HANDSOMELY 

¢/ furnished rooms on parlor and third floors; also, 

single room. 


63 WEST 55TH-ST.—HANDSOMELY-FUR- 

*Jnished rooms, with superior board; muderate 

terms; references. 

6 WEST SSTH-ST.—HANDSOME SUITE 

of rooms, second floor, front, with board; refer. 

ences. 

144 MADISON-AV.— WITH BOARD, ELE 
, gant parlor floor, three rooms en suite; other 

Ttront suites and rooms. 


07 5. MADISON-AV.—HANDSOME SUITE OF 
-w @ eProoms, With doard; first-class in all appoint- 
ments; reference. 


HE MADISON PARK, 35 EAST 23D-ST., 
ADJOINING MADISON-SQUARE.—Superior 
table board; desirable furnished apartments. 





“FURNISHED ROOMS. 


DAL LO eee see eee eee ene 


130 WEST 22D-.8T,.—SECOND FLOOR; PAR- 
e ior and bedroom; handsomely furnished; all 
conveniences; moderate terms; references. 
348 WEST 33D-8T,.—HANDSOME NEWLY- 
furnished rooms, second floor; English base- 
ment house; breakfast it desired. 
ARE CHANCE FOR CNE OR TWO GEN- 
tlemen.—Sunny sitting room, with one or two 
chambers, in well-kept apartment, West 23d-st., oc- 
cupied by one gentleman only; attendance, gas, 
heat;$40 monthly. Address SOUTHERN, Box 317 
Times Up-town Office, 1,269 Broadway. 








WINTER RESORTS. 


PL I eee 


HOT SPRINCS, N. C. 


A charming resort, nestled among and sheltered by 
pine-clad mountains. Delightful Winter climate. 
MOUNTAIN PARK HOTEL. 
Open allyear. Table of superior excellence. First- 
class in every particular. Steam heat. Regular 
temperature. 

HOT SPRING WATER BATHS 
in marble pools and porcelain tubs. Unexcelled in 
curative properties or asaluxury. Physician in at- 
tendance. For further inforniation address 

. ,A. O. JUDD, Manager. 


HOTEL CASA MONICA, 
ST. AUGUSTINE, FLA. 


Opens Jan. 17, 1888, One of the three superb Span- 
ish hotels upon the Alameda. 

Floor plans and full information may be obtained 
from Mr. A. W. Hodgiion at the Windsor Hotel, 
N. Y. EK. N. WILSON, Manager. 


SHIPPING. 
WHITE STAR LINE, 

FOR QUEENSTOWN AND LIVERPOOL. 
*BALTIC, Capt. BURTON..... Saturday, Jan. 7, noon 
REPUBLIO,Capt. DAVISON..W., Jan. 11, 3:30 P. M. 
*ADRIATIC. Capt. CAMERON. W.,Jan.18,8:30 A. M. 
...Wed., Jan. 25, 2:30 P. M. 

From White Star Dock, foot of West 10th-st. 

RATES—Saloon, $50, $60, $80, and $100; return 
tickets on favorable terms. Steerage from or to the 
old country, $20. Second cabin passengers carried 
on these steamers. Rate, $30 and $35; excursions, 
$60 and $65. For inspection ot plans or other infor- 
mation apply to company’s office, No. 41 Broadway. 
New-York. I. BRUCE ISMAY, Agent. 


CUNARD LINE, 

NEW-YORK TO LIVERPOOL via QUEENS- 
TOWN, FROM PIER 40 NORTH RIVER. 
FAST EXPRESS MAIL SERVICE. 

Saturday, Jan. 7, noon 
BOTHNIA Saturday, Jan. 14,6 A. M. 
Saturday, Jan. 21, 11 A. M. 
Saturday. Jan. 28,5 A. M. 
Cabin passage, $60, $80, and $100; intermediate, 
$35. Steerage tickets to and from ail parts of Ku- 
rope at very low rates. For freight and passage ap- 
ply at the company’s office, 4 Bowling Green. 
VERNON H. BROWN & CO., General Agents. 


HE STATE STEAMSHIP LINE, 
BETWEEN NEW-YORK, GLASGOW, AND 
BELFAST, (LARNE,) 
With through tickets at reduced rates to Liverpool, 
London, Dublin, &c. 
STATE OF NEVADA, Thursday, Jan. 12, 4 P. M. 
STATE OF INDIANA, Thursday, Jan. 19,9 A. M. 
Cabin passage, $35 and $40, according to location 
of stateroom, Excursion tickets at reduced rates. 
Steerage tickets to and from all parts of Europe at 
lowest rates. From pier foot ef Canal-st., North 
River. For freight and passage apply to 
AUSTIN BALDWIN & CO., General Agents, 
Steerage Office, 21 B’way. 63 Broadway, New-York. 


SHORT LINE TO LONDON. 
NORDDEUTSCHER LLOYD MAIL S. 8. 
NEW-YORK. SOUTHAMPTON. BREMEN. 
Steamers sail from pier foot 2d-st., Hoboken. 
FAST EXPRESS STEAMERS. 

Elbe, Wed.,Jan. 11,3 P.M.) Kider,Sat., Jan. 28,5 A.M. 
Werra, Wd.J.18,9:30 A.M.| Saale, Wa., F. 1,7:30 A.M. 
Ems, Wd., J. 25, 2:30 P.M.| Fulda,Sat.,F.4,10:30A.M. 
From NEW-YORK to LONDON, HAVRE, BREM- 
EN. lst cabin, $76 and upward per berth, according 
to location; 2d cabin, $55 a berth; steerage at low- 

est rates. OKLRBICHS & CO., 2 Bowling Green. 


ANCHOR LINE. 


Tnited States Mail Steamships. 
GLASGOW VIA MOVILLKE, (Londonderry.) 
From Pier 41 North River, foot of Leroy-st. 
Ethiopia, Jan. 7, noon,.|Devonia, Jan. 21,11 A.M. 
Anchoria, Jan. 14. 6 A. M.| Furnessia, Jan. 28, 3 P. M. 

Rates of passage to Glasgow, Derry, Liverpool, or 
Belfast: Cabin, $45 &$55 ; 2d class, $30; steerage, $20. 
Drafts issued for any amount at current rates. 
HENDERSON BROTHERS, 7 Bowling Green. 
GUION LINE, 
JNITED STATES MAIL STEAMERS. 
FOR QUEENSTOWN AND LIVERPOOL. 
Leaving Pier 38 N. R., foot of King-st. 
* Tuesday, Jan. 17,7 A. M. 
WISCONSIN. .. Tuesday, Jan. $1, 6 A. M. 
NEVADA... . Tuesday, Feb. 7, 1 P. M. 
WYOMING. Tuesday, Feb. 21, 11:30 A: M. 
ARIZONA.................. Tuesday, Feb. 28, 5 A, M. 
Cabin passage, $50 and upward, according to loca- 
tion; intermediate, (second-class,) $30; steerage, $20, 
A. M. UNDERHILL & VCO., 35 Broadway. 


COMPAGNIE en Sale TRANSATLAN-~ 


FRENCH LINE TO HAVRE. 
LA BRETAGNHB, de Jousselin, Sat., Jan. 7, noon. 
LA NORMANDIE, de Kewsabieco,Sat.,Jan.14,6 A.M. 
LA GASCOGNE, Santelli, Sat., Jan. 21, 11 A. M. 
LOUIS DE BEBIAN, Agent, No. 3 Bowling Green. 


PACIFIC MAIL STEAMSHIP COMPANY’S 
LINES 


Ny S, ‘ 

FOR CALIFORNIA, JAPAN, CHINA, CENTRAL 
AND SOUTH AMERICA, AND MEXICO. From 
New-York, pier foot of Canal-st., North River. 
For San Francisco, via the Isthmus of Panama. 
COLON...............---Sails Tuesday, Jan. 10, noon, 
GREAT BOULSION IN RATES 


SAN FRANCISCO, 
From San Francisco, corner lst and Brannan sts. 
FOR JAPAN AND CHINA. 
CITY of RIO DEJANEIRO.Sails Sat.,Jan.21,2P.M. 
For freight, passage, and general information ap- 
ly to company’s ofiice, on the pier foot of Canal-st., 
Nort River, H. J. BULLAY, Superintendent. 


TOURS IN TROPICAL SEAS. 


Noveland unsurpassed scenery, any climate ob- 
tainable. Trips embracing from two to eaves eyes 
and occupying three weeks or longer. Specially ar- 
ranged Tourist Couvons sold available upon any 
of the Atlas Line’s comfortable passenger steamers 
sailing fortnightly. 

85 A DAY 


defrays all necessary expenses of a Winter tour to 
Jamaica, Hayti, Cafthagena, Savanilla, Colon, Nic- 
aragua, Costa Rica, and the Mosquito Coast ports. 
Only First Cabin passengers carried. Address 
either PIM, FORWOOD & CO., Agents, 24 State-st., 
N. Y¥.,or THOS, COOK & SON, 261 Broadway. 


SAVANNAH FAST FREIGHT AND PAS- 
SENGER LINE TO FLORIDA AND 
THE SOUTHS AND SOLTHWEST. 


At 3 P. M. from Pier 35 North River, foot Spring-st. 
CITY OF AUGUSTA, Capt. Catherine...Sat., Jan. 7 
TALLAHASSER, Capt. Fisher....Tuesday, Jan. 10 
CHATTAHOOCHEKR.Capt. Daggett, Thurs., Jan. 12 
R. L. WALKER, Agent, Pier 35 N. R. 

Steamers are provided with first-class passenger 
accommodations. Insurance 1-5 (one-fifth) of 1 per 
cent. If effected by 2 o’clock at 317 Broadway or at 
3 o’clock at the pier on or before day of sailing pre- 
mnium can be collected at destination; otherwise it 
must be paid by shipper. For further information 
apply as above, or to 

-H. RHETT,G.Agt, W.F,SHELLMAN,T. M., 

317 Broadway, N. Y. Savannah, Ga. 


OLD DOMINION STEAMSHIP COMPANY. 
Pier 26 North River, foot Beach-st, 


FOR RICHMOND AND PETERSBURG, VA,, 
WEDNESDAY AND SATURDAY. 

FOR NORFOLK TUE., WED., THUR,., AND SAT. 
FOR NEW PORT NEWS AND WEST POINT, VA., 
TUESDAY, THURSDAY, AND SATURDAY. 
All steamers sailat 3 P. M. 

Railroad connections made at all above points. 
For tickets and staterooms apply at 207, 229, 257, 
261, 303, 319, 339, and 44 Broadway, 
or at the company’s general otiice, 235 West-st. 


BERRAUDA LINE. 


Sixty hours by elegant steamships weekly, 
8. 8. TRINIDAD and ORINOCO Thursday 

For rooms and os apply to 

A .K. OUTERBRIDGE & CO.. Agents, 6Y B’way, 

or THOS. COOK & SON, 261 Broadway. 


~~ 
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CORSET SALESMAN 


AMUSEMENTS. 
CASINO. BROADWAY AND 39TH-ST. 


THE OASINO’S MOST BRILLIANT PRO- 
DUCT 


ION, 
TO-DAY, 
AT 2, LAST MATINEE BUT ONE. 
TO-NIGHT AT 8. 
EVER. 


SUCCESS GREATER THAN 
THE JOLLIEST OF ALL COMIC OPERAS, 


MADELON, 


RECEIVED WITH ROARS OF LAUGHTER. 
MONDAY, Jan. 16—Gala night at the Casino, 
RETURN OF THE ERMINIE COMPANY. 
SEATS CAN NOW BE SECURED. 


TWENTY-THIRD-STREET TABERNACLE. 
Daily, 10 A.M. to10 P. M. Sundays, 1 to10 P.M. 
i TO-DAY, EXHIBITION OF 

MUNKACSY’S GREAT RELIGIOUS PAINTING, 


CHRIST on CALVARY 


AND DESRIPTIVE LECTURES 


delivered at 11 A. M. and every hour in the after- 
noon and at 8 and 9 o’clock in the evening, 
BY THE REV. GEO. L. HUNT, D. D.; REV. S. 
T. GRAHAM, AND PROF. DR. BARALT. 
Admission, 50c. 


THE BATTLE OF 


GETTYSBURG, 


PHILIPPOTEAUX. 
A wonderful work of art reproducing the most 
thrilling event of the war. 


OPEN DAY AND EVENING. 


4TH-AV. AND 19TH-ST. TAKE CARS PASSING 
UNION-SQUARE. 


HARRIGAN’S PARK THEATRE, 
EDWARD HARRIGAN Proprietor 


CONTINUOUS TRIUMPH OF 
MR. EDWARD HARRIGAN’S 
GREAT and OBIGINALCHA RACTER ACTINGof 


xa 
DAVE BRAHAM AND HIS POPULAR ORCHES.- 
TRA. WEDNESDAY—MATINEE—SATURDAY. 


METROPOLITAN OPERA HOUSE, 


1887 GERMAN OPERA, 1888 


For sale, an excellent baignoir box at greatly re- 
duced price. Choicest orchestra and dress circle 
seats AT 25 CENTS LESS than box office prices. 
Balcony seats AT box office prices. 

HAKDMAN, PECK & CQ., Piano Warerooms, 

138 Fifth-avenue, between 18th and 1¥th sts. 


STAR THEATRE, NIEMANN. 
Lessees and Managers...... Abbey, Schoeffel & Grau 
FRAU HEDWIG NIEMANN-RAABE, 
supported by a specially-selected company under the 
management of Conried & Hermann. 

This (Saturday) afternoon and evening, Divorgons, 

REPERTOL!#® FOR NEXT WEEK: 
Mon., Tues., DORA; Wed., Thurs., ALEXANDRIA; 
Friday and Saturday evenings, ANDREA, 
Saturday matinée, DORF UND STADT. 
EDEN MUSEE. 23D-ST., BET. 5TH & 6TH AVS. 
Open from 11 toll. Sunday, 1 to 11, 
New Groups. New Paintings. New Attractions. 
ERDELYI NACZI 
and his HUNGARIAN ORCHESTRA, 
CONCERTS FROM 3TO5SANDSTO11 
Second exhibition of Paintings now open. 
Admission to all, 50 cents. Children, 25 cents, 
AJEEB, the Mystifving Chess Automaton. 


FIFTH-AVENUE THEATRE, 8:30. 


Proprietor and Manager Mr. JOHN STETSON 
THIS WEEK AND NEXT WEEK ONLY, 
MR. RICHARD MANSFIELD, 


DR, JEKYLL AND MR, HYDE, 


14TH-ST. THEATRE, CORNER 6TH-AY. 
Matinées Wednesday and Saturday, 
Last week of 
THE HANLONS 
in their great farcical comedy, the new 
VOYAGE EN SUISSE, 
Gallery, 25c. Reserved, 35c., 50c., 7£c., $1, and $1 50. 
Jan. 9, MCNISH, JOHNSON & SLAVIN’S 
REFINED MINSTRELS, 

AND HIS CELEBRATED ORCHESTRA, 
ADDRESS CHICKERING HALL. 
THEATRE COMIQUE, 125th-st., bet.3d & Lex.avs. 

———Mr. and Mra. GEORGE 8S. KNIGHT, 
Supported by a superb company, in their great 
success, RUDOLPH. 

Jan. 9, W. J. Scanlan. Matinée every Saturday. 


ACADEMY OF MUSIC, 
FINAL MATINEE TO-DAY. 

LAST PERFORMANCE TO-NIGHT. 
EDWIN BOOTH—LAWRENCE BARRETT. 
JULIUS CAESAR, 

TUALIA. TO-DAY FIRST POSSART MATINEE, 
Matinée Prices. Freund Fritz. Evening Possart in 
three different parts. Fallissement, Siegel der Ver- 

schwiegenheit, Schitfbruechige. 
Monday Possart, Merchant of Venice. 


ON’T LOOK FOR LEADING TAILORS’ 
misfits where they are not. SHEA, corner 
Broome and Crosby sts., is the only dealer in them. 
Dress suits for sale and hire. Established 19 years. 
Mae TEMPERANCE ASSOCIA- 
TION. Soldier’s Day. See Religious column. 








SITUATIONS WANTED. 


FKMALES, 


HAMBERMAID, &c.—BY YOUNG GIRL 

as chambermaid and waltress; ore who is willing; 

rood city references. Address M. W., Box 275 Times 
p-town Office, 1,269 Broadway. 


OOK,—FIRST-CLASS; BY YOUNG WOMAN; 
thoroughly understands her business; good man- 
agerin private family: best city reference. Call at 
239 West 33d-st., top floor. 
OOK.—BY A RESPECTABLE ENGLISH. 
woman as good cook; will do washing in small 
roo family; best clty reference. Call at 568 
ith-av. 


OOK.—A GOOD COOK BY AN ENGLISH 

woman, with good city references. Address J. 
T., Box 363 Times Up-town Office, 1,269 Broadway. 

AY’S WORK.—BY RESPECTABLE WOM- 

an; by the day; can cook, wash, and iron. Ad- 
dress Nona, 229 East 70th-st. 


EJOUSEKEEPER, &c.—BY EXPERIENCED, 

refined, middle-aged American widow lady the 
management of household or position as companion, 
amanuensis, or chaperone; willing to travel; loca. 
tion immaterial; highest New-York references. Ad- 


dross Mrs. E. Turner, Brooklyn Post Office. 

} OUSEWORK.—#Y A PROTESTANT GIRL 
to do general housework in a private family; 

best city reference. Address M.S., Box 366 Timas 

Up-town Office, 1,269 Broadway. 


M AID.—BY A FRENCH GIRL(PROTESTANT) 
as maid or nurse for growing children: good city 
references. Address Mrs, Fenoglio, 153 West 26th- 
st., fourth floor, front. 


SEKAVSTRESS.—BY DAY; WITH A DRESS. 
maker in private family; operates Wheeler & 
Wilson; good buttonhole maker; neat hand sewer, 
Address M, C., Box 346 Times Up-towan Office, 1,269 
Broadway. 


YWWASHING.— BY A COLORED WOMAN; 
first-class family washing. Call at 137 West 
25th-st., bell 5. L. C, 


W ASsHlnG. —BY A FIRST-CLASS LAUN. 
dress to go out by the day; good city reference. 
Call at 244 West 30th-st., two flights, back. 


ET NURSE.—BY A HEALTHY MARRIED 
woman, with fresh breast of milk, desires baby 
atherhome. Callat 496 3d-av., top floor. 

















MALES. 


UTLER.—BY A MIDDLE-AGED GENTLE- 
man as butler, waiter, and. cook for a gentleman 
or small family; speaks French and German; terms 
moderate. Address N, N., 874 6th-av., tailor’s shop. 


OACHMAN.—BY YOUNG MAN AS FIRST- 

/elass coachman in every respect; very stylish 
and careful; 12 years’ best city reference for first- 
class city driver; never had any lame or sick horses; 
always in first-class places. Call or address, three 
davs, J. L., 1,626 Broadway. 


OACHMAN.—BY A YOUNG MARRIED 

man as coachman or second man; thoroughly un- 
derstands his business, and can come highly recom- 
mended. Address, for three days, 137 Kast 69th-st., 
private stable. 


Cc OACHMAN.—BY SCOTCH MARRIED MAN; 
14 years’ highest references as a coachman; 
town or country. Call at 435 4th-av. 


ARDENER.—UNDERSTANDS HIS BUSI. 

ness in all branches; best of references, Ad- 
dress F. X. K., Riverdale, N. Y. 

OUSEWORK.— BY AN ENGLISH PROT. 

estantgirl. Callat present employer's, 13 East 
83d-st., forenoon, two days. 


Qj ESOND MAN.—BY A YOUNG FRENCHMAN, 
20, as second man in aprivate family. Address P. 
C., Box 365 Times Up-town Office, 1,269 Broadway. 








man, age 24; thoroughly understands his busi- 
ness; is willing and obliging; good reference; city 
or country. Address J. 8., Box 402 Times Up-town 
Office, 1,269 Broadway. 
YALEt OR COURIER.—BY A MIDDLE. 
aged man: speaks several languages; has trav- 
eled all over Europe with good families; has first 


class references. Address A. G., Victoria Hotel. 


AITER.—BY A YOUNG COLORED MAN 
as first-class waiterin private family or first- 
class boarding house; understands .making salads; 
tas 30, Maggs obliging; wellrecommended. Addreas 


67 Times Up-town Office, 4,269 
Broadway. 


HELP WANTED. 
KEMALER. oh 


ANTED—A GERMAN NURSE TO TAKE 

care of a baby 14 months; must have city refer- 
ence. Apply at 107 East 16th-st., between 10 and 
12 o’clock. 

ANTED—A FIRST-CLASS COOK WHO 


will do plain et references required. Ap- 
ply at Mrs. A. B. Reid’s, 121 Madison-av. 


— 


MALES. 


ee 


WANTED 


To represent one of the leading Corset.Manufactur- 
ers of the United States in the large Western 
cities. Must bea man of large experience and ster- 
ling qualities. Address B. B,, with references, 


Palmer House, Chicago. 
OFFICE OF Wyte 
lst 


Tr ONLY UP-TOWN 
TIMES is at 1,269 BROADWAY, between 
and 32d sts. 


—— 


AMUSEMENTS. ___ 


LPPLP LPL PLL LLL 
CHICKERING HALL. FINCK. 


THE NATIONAL CONSERVATORY OF 
MUSIC OF AMERICA, 


128 EAST 17TH-ST., NEW-YORE, 
Has invited 


Mr. Henry T. Finck, 


Musical Editor of the Evening Post, 
(Author of “ Romantic Love and Personal Beauty,”) 
To deliver a course of 
FOUR LECTURES AT CHICKERING HALL, 
FIRST LECTURE 
THIS SATURDAY EVENING, JAN. 7, AT 8:15. 
“HOW COMPOSERS WORK,” 


Tickets for the course, with reserved seat, $5; 
single tickets, $1 50; general admission, $1. 
For sale at Chickering Hall. 


STEINWAY HALL, 


THE 


BOSTON 
SYMPHONY 
ORCHESTRA, 


(77 performers. ) 
Wilhelm Gericke, 
Conductor. 


SPECIAL 


SECOND CONCERT, 
MONDAY, Jan. 9, 
8:15 P. M. 
PROGRAMME. 
MENDELSSOHN, 
Overture Melusine, 
SCHUMANN, 
Concerto for Pianoforte 


in A Minor. 
WAGNER, 
Selections from Siegfried and 
Gotterdammerung. 
ethos, ~~ a we? 
Symphony No. 2 
~~ 5 in D Minor. 


Soloist-MISS ADELE AUS DER OHE. 
Tickets now on sale at Steinway i 
UNION-SQUARE THEATRE. J. M. Hill, M’gr. 
UNABATED SUCCESS, 
102D TO 108TH PERFORMANCE, 
THE COMEDIANS, Bronson Howard's Com. 


ROBSON 
ee ee 


CRANE. HENRIETTA. 


Under the management of 
J.M. HILL and JOSEPH BROOKS, 
Every evening at 8:15. Saturday matinée at 2- 
METROPOLITAN OPERA HOUSE. 
GRAND OPERA IN GERMAN. 


THIS SATURDAY, JAN. 7, 
Weber's opera, 
—EUKYANTHE.— 
Complete corps de ballet. 
MONDAY, Jan. 9, | Spontini's opera, 

and —CORTEZ.— 
WEDNESDAY, Jan. 11. | Grand ballets. 
New and elaborate scenery, properties, costumes, 

and armors. 


FRIDAY, Jan. 13. 
SIEGFRIiED. 


SATURDAY, Jan. 14, 
Grand Matinée. 


edy, 





Wagner's opera 
SIEGFRIED. 
Spontini’s opera 
CORTEZ, 

Box office oven daily from 9 A. M. till 5 P. M. 
DALY’S THEATRE, BROADWAY & 30TH-ST, 
Under the management of Mr. AUGUSTIN DALY. 
Orchestra, $1 50; dress cirele, $1; 2d balcony, 50c, 








| EVERY NIGHT at 8:15; 10th week, 
| Augustin Daly’s new comedy, 


RAILROAD RAILROAD OF LOVE. 


OF 


Ada Rehan, Mrs. Gilbert, Phebe 
Russell, James Lewis, John Drew, 
Charles Fisher, George Clarke, Otis 
Skinner, Charles Leclereq, &¢., &o. 
One of the greatest hits ever made 

at Daly’s.—Times. 

| Completely charming.—Herald. 

| A veritable triumph.—Post. 

| Delicious comedy.— Lite. 

| Success extraordinary.—Tribune, 


LOVE. 


*." 24TH MATINEE TO-DAY. 


] ri . 
ROBBINS’ WINTER CIRCUS. 
American Inst. Building, 3d-av. and 63d-st, 
A NEW BILL THIS WEEK. 

It Cannot be Described! It Must be Seen, 
Two chances every day to see the elephants, the 
marvelous riders, the beautiful gymnasts, the only 
Fish, the great Baggescn, (talk of the town,) and all 
the other wonders, 
Circus, Museum and Menagerie Combined. 
Matinées daily at2. Evenings at8. All seats re. 


served at 25 and 50 cents. Seats in boxes, $1. 


BALL AND RECEPTION 
29D REGIMENT, N. G. S. N. Y., 


IN AID OF NEW ARMORY FUND, 
METROPOLITAN OPERA HOUSE, 
TUESDAY EVENING, Jan. 10, 1888, 
TICKETS, FIVE DOLLARS. 
Tickets, boxes, and reserved seats for sale at 
the Metropolitan Opera House; T. L. Miller, 
1,161 Broadway; F. C. Mealio, 416 Broadway, 
and A. Wilkinson, 145 Broadway. 








$ret, 


~ SYMPHONY SOCIETY OF N.Y. 


METROPOLITAN HOUSE. 

WALTER DAMROSCH........... Musical Director 

This (Saturday) Evening, Jan. 7, at 8:15, Concert. 
SOLOIST, 

MME. CAMILLA URSO. 
pe 22 Chk OS 2 i Ree: Schubert 
March of Pilgrims, from Harold Symphony.. Berlioz 
Concerto for Violin and Orchestra........ Beethoven 

MME. CAMILLA URSD. 

“La Russe,” Symphonic Poem Rubinstein 
Tickets on sale at Metropolitan Opera House. 


LYCEUM THEATHRE, 4th-av. and 23d-st. 
EE SOI os oa xo0s dé dsraninlech gessbaaeen Manager 
Begins 8:15. 3D MONTH. Matinée to-day at 2, 
| The best new play produced this 
jseason. It is the best American 
iplay we ever saw. Men and women 
jot culture #ud life pronounce the 
jsituations stronger, the jests newer, 
THE WIFE. |the persons more real, the toilets 
imore tasteful, and the stage more 
beautifully set than any other. 

Gives us more pleasure than any 
lother modern play seen in years.— 

-—--—| Second Review in Mail-Express. 
Cast incindes Misses Cayvan, Dillon, Henderson, 
Croly, Mrs. Whiffen, Mrs. Walcot, Messrs. Keleey, 

Miller, Wheatcro!ft, Le Moyne, Walcot, Dickson. 





WALLACK’S, 

Under the direction ot Mr. Henry E. Abbey. 

Evenings at$:15. Matinée TO-DAY at 2:15, 
® ———% 

IN 

IN 
HE THE 
FASHION. 


FASHION, 


—_— > 

Characters by Messrs. Osmond Tearle. Eben 
Plympton, Harry Edwards, E. D. Ward, Miss Rose 
Coghlan, Miss Netta Guion, Miss Lilla Vane, and 
Mrs. Abbey. 


mi 7 gta ‘1 Erayy 
THE TOBOGGAN SLIDES, 
FLEETWOOD PARH, 165th-st. and Jerome-av. 
4,000 teet of slides. Splendid skating pond. 
Open day and evening, (weather permitting.) Musie, 
dancing. Grounds free when slides are closed, In. 
spection invited. ADMIssSION, 50 CENTS; TO-~ 
BOGGAN TICKETS, 10 FOR 25 CENTS, 
te" Only 15 minutes from Grand Central Station, 
Harlem R. K.; stages directfrom 155th-st. L station. 
(METROPOLITAN OPERA HOUSE, 
HOFMANN CONCERTS. 

Under the personal direction of Mr. Henry K 
Abbey, of Abbey, Schoeffel & Grau. 
THREE GRAND MATINEES, 
WEDNESDAY AFTERNOON, JAN. 18, AT 3. 
WEDNESDAY AFTERNOON, JAN, 25, AT 3. 
WEDNESDAY AFTERNOON, FEB. 1, AT 3. 
Sale of seats begins at box office, Metropolitan 
Opera House, 

SATURDAY, JAN. 14,9 A. M. 

WEBER GRAND PIANO USED. 
ACADEMY OF MUSIC, 

NEXT MONDAY NIGHT 
IMRE KIRALFY'’S 
ELABORATE AND COSTLY PRODUCTION OF 
THE FAMOUS 
RAVEL PANTOMIME 
| -- 
| MAZULM. | 


<> 


25, 50, 75, $1. Box office now open. 


STANDARD THEATRE, B’ WAY AND 33D-8T. 
Prices, $1 50, $1, 50 cents, and 35 cents. 
EVENINGS AT 8. MATINEE TO-DAY AT 2 

| GRAND SUCCESS OF 
PAUL THE PICTURESQUE DRAMA, 
KAUVAR;: 


PAUL KAUVAR; 
OR, _ OR, 
ANARCHY, ANARCHY, 
mane BY STEELE MACKAYE. 
NIBLO'S. NIBLO’S, 
Mr. E. G. GILMORE............ Lessee and Manager 
Reserved seats, orchestra circle and balcony, 50e. 
SECOND WEEK, SECOND WEEK, 
of the great success, 
A RUN OF LUCK. 
A RUN OF LUCK. 
A RUN OF LUCK, 
Superb cast. Magnificent scenery and costumes. 
Matinées WEDNESDAY and SATURDAY. 
DOCKSTADER’S MINSTRELS, 
DOCKSTADER’sS MINSTRELS, 
29th-st. and Broadway. Nightly, 8:30. Sat.mat.,2:30. 
Local satireon | New bailads,| Brooklyn Bridge 
Booth & Barrett’s! specialties, | Moonlight Scenes, 
Hamlet. and sketches.'Terrific Leap, &e. 
CHRISTMAS TREE TO-DAY MATINEE, 


GRAND OPERA HOUSE, 
Reserved Seats, Orchestra Circle and Balcony, 50c. 
Wed GUS WILLIAMS Sat. 
Mat. in KEPPLER’S FORTUNES. Mat. 
Next Week—JIM, THE PENMAN. 
Next Sunday—PROF. CROMWELL’S beautiful 
lecture on the SUNNY SOUTH. 


MADISON-SQUARE THEATRE, 
Mr. A, M, PALMER...................S0le Manager 
EVENINGS AT ee Matinée TO-DAY at 2. 


5TH WE o————_-@ 
| ELAINE. 
ELAINE. 


6TH WEEK OF 
5TH WEEK 
MAKART’S FIVE SENSES, 
Now on exhibition at No. 16 East 1l4th-st., first 





floor, from 10 A. M. to 10 P. M 
SUNDAY FROM 1 P. M. TO 10 P. M 
ADMISSION, 25 CENTS. 


| RICE’S BURLESQUE Co. 


n 

" RE CORSALI 
y s . 
CORSAIR.| MATINEE TO-DAY AT 2, 


AMERICAN ART GALLERIE 
MADISON-SQUAR 5 
MAKART’S FAMOUS MASTERPIECE, 
(Canvas 30x13 fect.) And Noted American Paint 
ings. Admission, 50 cents. Evenings, 25 cents. 


nr cee ell 
EPw48> MOLLENHAUER’S FIRST VI0.- 
LIN RECITAL, Jan. 24, at Association Hall, 52 
East 23d-st. Tickets $1; can be had at all music 
stores, and at the Violin College, 113 Kast 19th-e® 





PERHAPS IT ‘IS HIS LIVER | 


MAYOR HEWITT SHOWS 1EM- 
PER AND SCOLDS. 
ANNOYED BECAUSE “‘ THE TIMES” PUB- 

LISHED THE SUBWAY REPORT AND 

UNGRATEFUL FOR CRITICISMS. 

Mayor Hewitt was very angry yesterday. 
The weather was chilly and damp. There was a 
ruddy and cheerful glow in the fireplace of his 
office, which created a comfortable temperature 
toone of a philosophical turn of mind, but as 
the cheery blaze from the grate did not warm 
the cockles of Mayor Hewitt’s heart, nor 
melt the frost in the marrow of his bones, it 
is assumed that he was not affected by the dis- 
agreeable conditions of the elements so much 
as by irritating influences upon his mind. 
What those disturbing influences were no- 
body could discover until noon. At that hour, 
however, the Mayor, as ex officio member of 
the Board of Electrical Control, met Presi- 
flent Jacob Hess, Secretary Theodore 
Moss, and Daniel L. Gibbens to consider the 
tirst annual reportto the Governor and Legis- 
lature, which had been prepared by the last- 
named gentleman, and the substance of which 
was printedin THE TimES yesterday morning, 
The enterprise of Tux Times in anticipating 
the presentation of the report to the board was 
not appreciated by Mayor Hewitt, because he 
hasa bitter Rejadice against any newspaper 
that has the courage to criticise him when he 


becomes derelict, and President Jacob Hess be- 
ing in sympathy with the Mayor, especially when 
in his presence, uaturally coincides with him al- 
ways. The enterprise of THE TIMES, therefore, 
Was evidently one of the infiuences that an- 
noyed Mayor Hewittand made his nerves unh- 
commonly susceptible. But the main pressure 
upon the Mayor’s sensitive nerves came from 
brooding over the caustic editorial in Thurs- 
day’s TIMES taking himto task for not seeing 
that the telegraph poles and wires are buried, 
as the law directs. 

The Mayor has no special admiration for Mr. 
Gibbens, and whenever they meet their re- 
marks are rasping to each other and interesting 
to those within earshot. Mr. Gibbess read his 
long report to the board in a voice that was 
congested to a crosscut-saw tone, and every- 
body excepting Mayor Hewitt listened attent- 
ively and tollowed him, line for line, with ex- 
tra copies which he had thoughtfully provided 
and distributed. The Mayor left his seat and 
spent some time at his desk during the reading. 
He came back with atype-written document, @ 
tile of THE TIMES, and mischief in his big eyes. 
Mr. Gibbens finished reading the report and 
then exhibited a series of pictures which are to 
be incorporated in it when printed and bound. 
They were very fair works of art. Oneisa 
view from a building at Sixth-avenue and 
Fifty-first-street, showing the method of house- 
top distribution .of wires under the new system. 
The second was 2 picture of the manhole and 
conduit eable being drawn in. The third dia- 
gram showed the handhole system of distribu- 
tion. Thefourth drawing illustrated the electric 
light pole and its mode of connection with the 
conduit. A tifth illustration pictured the Edison 
incandescent system. All the drawings were 
passed around and examined. That section of 
the report complaining about the scant appro- 
priation for meeting the expenses of the board 
and suggesting a liberal appropriation was re- 
ferred to by the Mayor, and further light was 
given him on the subject by Messrs. Gibbens and 
Hess. Mr. Gibbens then moved that the report 
be adopted and 500 copies be printed for distrl- 
bution among ofiicials at Albany and here. 

‘“ Before that motion is put,’ said the Mayor, 
**T wish to make an explanation in justice to 
myself as a public official Ihave been wrong- 
fully censured for my connection with this 
floard, and itisrighbt and proper that I should 
be heard.”’ 

Nobody made any objection, and the Mayor, 
in a Voice that quivered with suppressed excite- 
ment, read this statement: . 

“On Thursday, Dec. 22, the Board of 
Electrical Control passed a _ resolution re- 
questing the Mayor to order the Commissioner 
of Public Works to remove certain poles and 
wires specified in the resolution. On Dec. 
25 the Mayor received a certitied copy of this 
resolution from the Secretary of the board. 
On the 27th ult. the Mayor transmitted 
the resolution thus received to the Commissioner 
of Public Works and inquired whether, if the 
erder should be given, there was any appropri- 
ation which could be applied to ite execution. 
To-day the Mayor is in receipt of a reply from 
the Commissioner of Public Works intorming him 
that no provision was made in the departmental 
estimates of that department for 1888 for the 
removal of such wires, poles, and other fixtures, 
and that consequentiy no appropriation has 
been made to this department which could be 
applied to the execution if the order was given.” 

The Mayor next took up the tile of Tuk TIMES 
and read alond the editorial otf Thursday which 
has been referred to. ‘* Now. every one of those 
accusations,” said he, tossing the file on the 
table, “is false. This is one of three things that 
T have been taken to task for in three days by 
that paper, and I wish to call attention to the 
fact that a public official cannot get the truth 
told about him. I want this whole statement 
spread upon the minutes of the board.” 

Mr. Gibbens remarked quietly that he saw no 
Treason why the Mayor’s complaint should en- 
eumber the minutes. 1t would establish a bad 
precedent. “I have several scrapbooks home 
that contain things said about me in the public 
press, which kind friends have sent to me from 
time to time. Suppose I bring the scraps down 
and ask that they be spread upon our minutes.” 

The suggestion was not received with en- 
thusiasm, and the Mayor said that the gentle- 
man’s remarks were not pertinent. “ [ have 
beer publicly charged with dereliction of duty 
in connection with this board, and I haveshown 
that Tam notto blame. There is no money for 
executing the order and the responsibility is not 
onme. I wantsimple justice. The report, in 
several places, implies responsibility, which is 
not in line with the facts.” 

President Hess good-naturedly expressed the 
opinion that the Mayor’s explanation ought to 
go onrecord. Mr. Moss was silent. 

Mr. Gibbens thought that the Mayor was mis- | 
taken about his construction of the report, and 
it he wasrightit could be amended. The city 
had appropriated money for removing obstruc- 
tions and it ought to be applied. 

The Mayor said that the fund had been inad- 
equate in the first place. and it was exhausted 
tor the purpose of the board. The Board of Ap- 
portionment had closed its budget for this year 
and no appropriation could be had until 1889. 

The dispute ended finally by the report bemg 
amended so that the ctause most objectionable 
to the Mayor was made to read: 

“On all these streets and avenues the companies 
whose wires have been provided for have been di- 
rected to remove their poles and wires from the sur- 
face within 90 days, and at the expiration of that 
time, in case tney are not removed, it become pos- 
sible and proper for the local authorities to remove 
them forthwith, butno money has been provided 
by law to enable the local authorities to make these 
removals.” 

Without further ado the motion to adopt the 
report was carried unanimously. Nothing fur- 
ther was said about the Mayor's explanation, 
but as it was taken down in shorthand by one of 
the assistant secretaries it will probably be 
written out on the minutes in full to please him. 

There being no further business before the 
board in sight, Mr. Gibbens called attention to 
the fact, and Mr. Moss made a motion to ad- 
journ. Before it was puta reporter of the Sun 
arose and asked permission to be heard. Hehad 
previously stepped around to the Mayor’s side 
and whispered in the Mayor’s leftear. The bur- 
den of the newspaper man’s remarks was that 
he had been raked over the coals by his execnu- 
tive forthe unpardonable sin of allowing THE 
TIMES and one other paper to print the report 
of the board exclusively. Like the Mayer, the 
Sun man shifted the responsibility from his own 
shoulders and wanted his explanation made 
puble. The board, he said, bad noright to dis- 
criminate in favor of any paper by giving outits 
business beforehand, and especially was it all 
wrong to favor Republican papers and discrim- 
inate against Democratic papers when the City 
Government was Democratic. The reporter in- 
timated that there was treachery in the Board 
of Electrical Control, and if THE TIMES got an- 
other “beat” on the sun that luminary would 
blaze away with a stinging broadside. 

Mayor Hewitt smiled with chiidish glee at this 
advertisement for the enterprise of Tur TIMEs, 
and again gave ventto his opinion of that pa- 
per. “ Yes,” hesaid warmly, ** the report was 

rinted in the very paper that writes editorial 
ies about me. Ihave read you some, and [ 
could read you more. Why, the other day it 
had seven lies all in a lump about me, and I was 
s0 surprised thatl called the attention of the 
Postio them. It seems impossible for THE TIMES 
to tell the truth.” 

The Mayor thought it was unnecessary for 
him to remark that he did not give news to an 
enemy. 

resident Hess said that the protest of the 
Sun was perfectly proper. He did not believe in 
favoring one paper more than another, and he 
hoped that the report would not be given out 
until after its consideration _by the board. He 
had tried to guard it for that purpose, and was 
surprised when he picked up THe Times at 
breakfast and read the report. He certainly 
knew nothing about the source of THE TIMEs’s 
information. 

Mr. Gibbons and Mr. Moss made no remarks, 
but both in private said that they could not ex- 
plain the mysterious enterprise of THE TIMES. 

tg 


THE MAILS TO CHILI. 
Postmaster Pearson has received informa- 
tion fromtbe Pacific Mail Steamship Company 
that the sailings of the Pacific Steam Naviga- 


tion Company’s steamers, connecting via the 
Isthmus of Panama with the steamers of the 
former line have been reduced to three times a 
month, and that no mails or passengers for 
Chilian ports can ‘be forwarded. This inter- 
ruption to the usual transit of mails on the 
Pacific Coast of South America is due to the ex- 
istence in Peru of strict quarantine against 
vessels from Chilian ports. ntil the cessation 
of the cholera epidemic in Chili and the conse- 
guent relaxation in Peru of the quarantine reg- 
ulations, mails for Chili wil! be forwarded via 
Buenos Ayres and thence overland to destina- 
tion, unless specially addressed for transmis- 
gion via England 


WORD FROM 


FUNERAL OF THE DROWNED MATE— 
HOW HE LOST HIS LIFE. 

Capt. Gerry of the bark Levanter, which 
arrived yesterday from Darien, Ga., sighted tho 
disabled steamer Tonawanda last Tuesday 
evening. The steamer lay at anchor off the 
Northeast Lightship, bearing southwest by south 
62 miles. She was 80 miles off the coast and 
dragging her anchor slightly. <A stiff breeze was 
blowing at the time, but the sea was moderate. 
Capt. Gerry boarded the Tonawanda and found 
all well on board. The provisions had run 
low and were replenished from the bark’s 
store. Capt, Brickley sent a letter to Mr, 


3uckley of the South Brooklyn Sawmill Com- 
pany, asking that assistance be sent. The tug 
B. T. Haviland had left port on Thursday night 
to look again for the missing steamer, and Mr, 
Buckley will have her watched for at the Hook, 
so thatif she eomes back without the steamer 
she can be sent out again with the correct bear- 
ings of the Tonawanda, The matter was’ not 
reported by Capt. Gerry to the Ship News Office, 
and there was much vain effort to keep it all 
secret. This arose from the fact that if any am- 
bitious tug Captain had learned the steamer’s 
position he might have put out and reached her 
before the Haviland, in which case, as the Tona- 
wanda would take any assistance that offered, 
there would be a big claim for salvage. 

The funeral of Capt. William P. Gladwin, mate 
of the Tonawanda, who, with two companions, 
endeavored to reach Atlantic City on Sunday in 
ayawifrom the disabled steamer, took place 
yesterday at the residence of Mrs. L. Lewis, 
Evona, N. J. The Episcopal burial service was 
read by the Rev. Dr. J. P. Taylor of the Church 
of the Heavenly Rest, Evona. No representa- 
tive of the South Brooklyn Sawmill Company, 
the owners of the Tonawanda, was present. The 
deceased man was bornin England and was 43 
years of age. For a uumber of years 
he was employed by the Atlas Line, 
Subsequently he was engaged in the West 
Indian trade as Captain of the Scotia. The Tona- 
wanda was the first American vessel that he 
ever sailed on. He had determined to leave the 
sea, but about six months ago, wearying of idle- 
ness, he went into the employ of the South 
Brooklyn Sawmill Company, who placed him 
upon the Tonawanda as mate until @ vessel 
could be got ready for him. He leaves a widow, 
but no children. He has no other relatives in 
this country. Members of his family in London 
have been cabled the news of his death. The 
body will be placed temporarily in a vault 
at Hillside Cemetery, Plainfield. 

The details of the accident which resulted in 
the death of Capt. Gladwin are as follows: On 
Sunday the Tonawanda was disabled 30 miles 
from Atlantic City and some 7 miles off the 
coast. The question of sending a boat ashore 
for the purpose of getting word of the accident 
to the company in Brooklyn was discussed, and 
at Capt. Gladwin’s own suggestion he and two 
seamen, John Horaen and a man by the name of 
Adams, started from the vesselin a small boat. 
Although the water was very rough, the boat 
almost reached the shore in safety. It 
was in  beaching her that the three 
brave men were unfortunate. The boat cap- 
sized and threw them into the water. Adams 
disappeared at once and was not seen again. 
His body has not been found. Horaen caught 
on tothe boat and succeededin seizing Capt. 
Gladwin, who did not know how to swim, but 
the cold and violence of the waves compelled 
Horaen to let go of his unfortunate companion, 
The body was found.on the beach severa: hours 
later. Horaen was saved. Capt. Gladwin’s last 
words, Horaen says, were ‘‘My poor wife! my 
poor wife!” 


DEATH 


OF 


AN OLD ARTIST. 


CEPHAS GIOVANNI THOMPSON 


CUMBS TO DIPHTHERIA. 

Cephas Giovanni Thompson, the father of 
Hubert O. Thompson, died suddenly of diph- 
theria at his residence, 8 East Eighty-fifth- 
street, on Thursday. He was formerly very 
well known as an artist. His father, Cephas 
Thompson, and his younger brother, Jerome 
Thompson, who died a short time ago, were both 
artists of some merit. Mr. Thompson was born 
in Middleporough, Mass., in 1809. As an artist 
he was to a great degree self-taught. Atthe age of 
19 he began his career at Plymouth, Mass., after- 


ward going to Bristol, Providence, and Phila- 
delphia. He was an intimate friend of Haw- 
thorne, who referred to him in his ‘* American 
Notes.” In 1837 he came to New-York, where 
he remained 10 years. He painted many por- 
traits which were of considerable note at that 
time, zmong them a series of American authors. 
His portrait of Hawthorne was very well 
known, and was engraved for Ticknor & Fields’s 
edition of ** Twice-Told Tales.” 

In 1852 Mr. Thompson went abroad, visiting 
London, Paris, Fiorence, and Rome. He made 
his home for seven years In the last-named city. 
Since 1860 he has had a studio in New-York. 
He was an associate member of the National 
Academy. Among his best known paintings are 
“The Guardian Angel,” owned by C. H. Rogers 
of New-York; “Prospero and Miranda,” owned 
in Boston; ‘St. Peter Delivered from Prison,” 
owned in Providence. Many other pictures of 
his are owned in the family of Hawthorne, 
Longfellow, E. H. Miller, George Bliss of New- 
York, and Mrs. Lee Smith of Ravenswood, N, Y. 
President Cleveland appointed Mr. Thompson 
to @ position in the Treasury Department in 
1885 at a salary of $2,500 a year. 

In 1843 Mr. Thompson was married to Mary 
G. Ogden, daughter of Samuel G. Ogden, who, 
with one daughter, survives him. He was also 
the father of Capt. Edward F. Thompson, 
United States Army, now dead. The funeral 
will be held at New-Jerusalem Church, Thirty- 
fifth-street, between Lexington and Park ave- 
nues, to-morrow evening at 8 o'clock. 

ooo 


A ROAD FOR FAST TROTTERS. 

The proposition to build a speeding drive- 
way on the west side of Central Park will now 
take the form of a boom. The energetic and 
enthusiastic Lawson N. Fuller has taken it in 
hand. With Mr. Fuller at the helm of course a 


mass meeting is a necessity. So he has hustled 
about and arranged for a meeting, with speak- 
ing and music, which meeting will be held at 
Chickering Hall next Monday evening. Mr. 
Fuller and the gentlemen o believe that the 
proposed drive is just what the people want, 
care secured the signatures of about 200 
of the heavy taxpayers of the town to 
the eall for the meeting. Among those 
who are most generally known are Robert 
Bonner, Cornelius Vanderbilt, Brayton Ives, 
Hugh J. Grant, Stephen A. Walker, D. O. Mills, 
William Rockefeller, J. D. Rockefeller, Roscoe 
Conkling, Henry N. Smith, G. P. Morosini, Hus- 
sell Sage, Edward S. Stokes, R. M. Gallaway, 
Lawrences Kip, Sheppard Knapp, José F. de 
Navarro, A. B. Clafiin, J. Hood Wright,’ Henry 
Brewster, Frank Work, H. N. Enos, John W. 
Harper, and John D. Archibald. These gentle- 
men and a host of others who enjoy driving fast 
horses will be at the meeting, which will be ad- 
dressed by Senator Eugene 8. Ives, Lawson N. 
Fuller, Joseph W. Fiske, ex-Senator Traphagen, 
and others. They will tell people who don’t 
own and drive fast horses how they can extract 
as much enjoyment from seeing others drive 
the record breakers as can the drivers them- 
selves. 


SUC- 
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JUMPING FROM A FERRYBOAT. 
Otto Kzellen, a Scandinavian, aged 35 
years, who boarded at 31 Walcot-street, Brook- 
lyn, with an uncle, Capt. Alexander Lilly, 
ended a holiday spree and his life by jumping 


from the ferryboat Brooklyn, while she was be- 
ing run toward the Hamilton slip at the Battery 
about noon yesterday. The boat was stopped as 
quickly as possible and two deck hands rescued 
the body. There was a severe contusion on the 
face, which was apparently caused by a blow 
trom the paddle wheel. Nobody was able to 
identify the suicide then, and when the ferry- 
boat reached port the body was removed to the 
Old Siip police station. There it was fully iden- 
titied late in the afternoon by John Territt, who 
lives where Kzellen boarded, and who is 
authority for the statement that he had been 
drinking to excess of late. The deceased was 
unmarried and a pocket-book maker, and his 
only relative in this country is the retired 
sea captain named, who is well off and intended 
to leave his property to his nephew. The body 
was removed from the police station last even- 
ing by permission of the Coroner. 
EER STP 


THEY WILL CONCEAL NOTHING. 
At the time of the railroad accident at 
Meadville, Penn., last week the reporters found 
no difficulty in obtaining full information from 


the Erie Railway as to the details of the casual- 
ty. The officers of the company in this city 
readily exhibited their official dispatches con- 
taining the details supplied by the employes at 
the scene of the accident. This policy is deemed 
best by the company in order to avoid the pub- 
lication of false statements of any casualties 
which may occur on their lines. This example 
might be tollowed’with advantage by the Man- 
hattai Elevated and otner railroad companies 
where a policy of concealment is observed. 
Ee 


A DOCTOR TO HIS RESCUE. 
John Mara, policeman of the Thirty-second 
Precinct, charged by-Capt. Cortright with being 
drunk and mutinous on Jan. 2, was on trial yester- 


day before the Police Commissioners. Dr. Thomas 
Megan of 2,734 Tenth-avenue thought that Mara had 
had an epileptic attack and gave him some of his 
own medicine, which was a mixture of tincture of 
opium, tincture of lavender, bromide of potassium, 
hydrate of choral, aromatic spirits of ammonia, and 
whisky. The case was referred. 
ne 


COL. GEBHARD MUST PAY $250. 

Edward Gebhard has been ordered by the 
Supreme Court to pay over to the New-York Club 
$250 asa partial remuneration for the expense to 
which he put the club by trying to prevent them 
from expdiling him, The club say that their counsel 
fees were #500, and they asked Judge Andrews to 
make Mr. Gebhard reimburses ‘hem ip full. This he 
would not do, but mulcto’ | m the total amonnt of 
his injunction bond~S25e@ ° 


WITH RECEIVERS 


F Ra PPR ES ER 
WHAT HAS BEEN DON WITH 
NEW-JERSEY CENIRAD., 
CONDITION IN WHICH IT IS NOW TURNED 
OVER TO ITS STOCKHOLDERS AND 

THE RECEIVERS RELEASED. 

The Receiverships of the Central Rail- 
road of New-Jersey terminated Dec. 31, 1887, 
and the property of the company was on that 
day officially transferred to its proper officers. 
Official notice of the transfer was given Wednes- 
day toallof the agents of the company, and 
this morning the Receivers, John 8, Kennedy 
and Joseph 8. Harris, presented their joint re- 
port to the Judges of the United States Circuit 
Court for the District of New-Jersey, by whose 
decree they were appointed. 

The Receivers were appointed Oct. 15, 1886, 
while the Central Road was being operated by 
the Receivers of the Philadelphia and Reading 
Railroad Company, under lease, and before the 
Central Company had exercised its option of 
terminating that lease. They entered into pos- 
session of the railroad Jan. 1, 1887, upon sur- 
render of possession by the Philadeiphia and 
Reading Company and its Receivers. The finan- 
cial results of this one year of management can- 
not be otherwise than gratifying, for the road is 
now independent, and is operated and con- 
trolled, for the first time in more than ten years, 


through a management elected by its own stock- 
holders, with all accrued interest on its funded 
debt paid, and all defaults cured, and relieved 
from all the dangers and uncertainties of litiga- 
tion. The fixed charges, too, have been so re- 
duced as,in the opinion of the Receivers, to in- 
sure permanent solvency. 

When the Receivers took control of the prop- 
erty, Jan. 1, 1887, the total amount of interest 
in defaultand floating debt amounted to $2,596,- 
870. During the year this indebtedness has all 
been paid. The increase in gross earnings for 
10 months, ending Oct. 31, 1887, over those of 
the corresponding months of 1866, was $817,- 
892 81, while the increase in expenses fora 
similar period as compared with the correspond- 
ing 10 months of 1866, was only $22,344 40, 
making an inerease in net earnings for the 10 
months ending Oct. 31, 1887, as compared with 
the same months of 1886, of $795,548 41. In 
each of seven of the 10 months of 1887, end- 
ing Oct. 31, there was a large increase 
over the net earnings of similar months 
in 1886. In the other three months 
of 1887 there was a decrease as compared with 
similar months of 1886. In January, when the 
Receivers took possession of the property, a 
strike was in progress among the coal handlers 
about the port of New-York, Port Johnson, and 
Elizabethport, the shipping ports of the Central 
Road. Vhis strike, while involving few employes 
of the railroad, as distinguished from those of 
the coal companies or individual operators ship- 
ping over its line, put an end for atime to all 
transportation of coal for shipment, and greatly 
diminished the revenues of the railroad from 
that souree during the months of January, Feb- 
ruary, and a partof March, over which it ex- 
tended. The company was at the same time 
obliged to incur a heavy expense for the employ- 
ment of special deputies to guard its property 
at the coal ports. While the strike was in 
progress the difficulties of the Receivers were 
vreatly increased by the strike of freight 
handlers in and about the city of New-York, 
which oceurredin February. This latter strike in- 
terrupted the movement of merchandise freight, 
thereby decreasing receipts and adding largely 
to the cost of such business as was done. Again, 
the strike of coal miners in the entire Lehigh 
region in September suspended the transporta- 
tion in coal, causing. a considerable diminution 
ofrevenue, The effécts of these labor troubles 
are shown by a comparison of the net receipts 
during the months in which they occurred. Tor 
instance, the receipts in January, 1886, were 
$308,027 87; in January, 1887, $195,434 04; 
in September, 1886, $552,590 23; September, 
1887, $469,006 87. Notwithstanding these 
drawbacks, a net increase of $795,548 41 was 
obtained, mainly through a reduction of fixed 
charges, a reduction in taxes on the property in 
New-Jersey by means of a decrease in the as- 
sessed value by new sources of revenue, and by 
the adoption of the pian of reorganization by 
which the interest on the funded and bonded 
debt was reduced to5 per cent., a saving in it- 
self of over 1 per cent. 

On Dec. 31, 1887, the securities outstanding 
which had not been deposited in exchange for 5 
per cent. geperal mortgage bonds were $1,296,- 
000 controvertible bonds, $4,060,000 consol- 
idated bonds, $779,800 debenture’ bonds, 
$5,000,000 American Dock and Improvement 
Company bonds, and $17,500 New-Jersey Stock 
Yard and Market Company bonds. There was 
no interest in default or unprovided for on these 
bonds, and the road thus started in on the new 
year withouta floating debt and minus interest 
arrearages. During the year the Receivers ex- 
pended for purposes other than operating ex- 
penses and fixed charges $2,452,393 37, which 
included $566,053 27 for State and local taxes 
prior to 1887. The subject of roducing the as- 
sessed valuation of the property in New-Jersey 
was brought before the State Assessors, sitting 
as a Board of Appeal. As a result the Assessors 
reduced the value of tne company’s property in 
the State for 1886 by $951,387 85. The Receivers 
paid the taxes In arrears for the years 1884, 
1885, and 1886, but have taken such proceed- 
ings as are necessary to test the legality of the 
assessments in those years. 

At the time the Receivers were appointed 
there was a controversy between the Central 
and Reading Companies involving very large 
amounts. The Central claimed that the Reading 
was indebted to it upward of $38,850,851, and 
the Reading claimed on the other band that the 
Central was then owing it $1,385,723 in cash 
and $3,000,000 in bonds. Under the agreement 
finally reached the Centra! received for its claim 
against the Reading a total of $4,167,069 66 in 
bunds and assigned claims. ‘This settlement 
was very important because it relieved both 
companies from extended and expensive litiga- 
tion and insured the continuance of amicable 
relations so important to the prosperity of both 
companies, 

In May, 1883, when the Receivership of Henry 
§. Little was so far terminated by the Court of 
Chancery of New-Jersey as to permit the sur- 
render of the railroad to the company, the court 
retained possession of certain assets of the 
Central Railroad of a parvalue of $4,897,200 12, 
as well as of $3,000,000 bonds of the Philadel- 
phia and Reading Railroad Company, deposited 
as security fur the payment of the Receivership 
debt, which then amounted to $2,062,000. This 
debt has been gradually reduced to $745,000, 
but the securities still remained in the posses- 
sion of Mr. Little, and their control, free from 
all liens, became necessary in order to carry 
out the reorganization of the Central. By friend- 
ly arrangement with Mr. Little, proceedings 
were instituted in the Court of Chancery to per- 
mit the payment of his debt orits assumption 
by the present Receivers and the transter to 
them of said securities. The Court of Chancery 
gave the necessary authority to Mr. Little, and, 
on the Receivers’ petition, the United States 
court authorized payment by them and permit- 
ted them, if necessary, to borrow any amount, 
not to exceed $745,000, which they might tind 
necessary for the purpose. Payment, however, 
was made from funds in the Receivers’ hands, 
without exercising the power to borrow con- 
ferred upon them by the court. 

The general extent to which the bonded debt 
has been exchanged and provided for by new 
general mortgage bonds under the plan of re- 
organization is shown by the fact that all of the 
$5,254,000 adjustment mortgage bonds have 
been exchanged or deposited, as also have been 
ull of the $600,000 Newark and New-York bonds. 
Out of a total issue of $4,400,000 convertible 
bonds $3,104,000 have been deposited or pro- 
vided for; out of a total issue of $15,000,000 
consolidated mortgage bonds $10,940,000 have 
been deposited or provided for, and out of a 
total issue of $3,264,000 debenture bonds 
$2,484,200 have been deposited or provided for. 
This leavea a total of only $6,135,800 as a bal- 
ance subject to former interest charges. Ex- 
changes were also made with the holders of 
other securities, and the total reduction in the 
fixed charges through the conversions thus far 
effected will result in an annual saving of 
$335,000. 

The litigation brought by the Lehigh Coal and 
Navigation Company for the abrogation of its 
lease to the Central has been withdrawn, and 
anew agreement entered into under which itis 
believed that the future relations between the 
two eompanies have been satisfaciorily pro 
vided for. , 

The litigation which had been in progress for 
more than 15 years between the Lehigh Valley 
Railroad Company and the New-Jersey Central, 
touching the West Line Grant, has been finally 
brought toa close by an agreement of settie- 
ment in connection with a tratlic agreement 
withthe Lehigh Valley Railroad, an arrange- 
ment which the Receivers believe will materially 
increase the revenue of the Central Railroad 
and insure future harmony between the two 
companies. 

Much additional revenue has been secured 
from the lease of a portion of the company’s 
Jersey City terminal property to the New-York 
Coal and Wharf Company, and a great saving in 
operating expenses has been effected by run- 
ning coal trains through to Port Johnson and 
Elizabethport without yarding to any extent at 
Odenwelder, Easton, or Hampton. 

The Receivers turn over the road with the en- 
tire property intact, and with friendly relations 
with all connecting lines fully insured. They 
have purchased during the year 425 new cars 
and 27 locomotives, and have thoroughly re- 
paired the roadbed and bridges, besides putting 
anew steam draw inthe Newark Bay Bridge 
and building several new station houses, In 
concluding their report the Receivers say that 
their management hus been but one of a number 
of causes contributing to the present happy con- 
dition of the road’s affairs. For the successful 
reorganization of the road they say that the 
stock and bond holders are chiefly indebted to 
the present Board of Directors, who had the 
ability to carry through a wise and comprehen- 
sive plan of settlement, under which the cred- 
itors have not been reauired to make conces- 
sions nor the stockholders to submit to forced 
assessuients. The fact, however, that no Re- 
ceivers’ certificates have been issued, nor any 
Receivers’ debt incurred during the year, coupled 
with all that has been accomplished in the way 
of putting the company’s affairs upon a sound 
financial basis, speaks volumes for the manage- 
ment of the read by the Receivers- 


THAT NAVY YARD FIRE. 


ADMIRAL GHERARDI OBJECTED TO THE 
HELP OF CIVILIANS. 


; The fire which gutted the Navigation 
‘Building in the Brooklyn Navy Yard at an early 
hour yesterday morning is to be in vestigated by 
a bourd consisting of Capts. Bunce and Ramsay 
and Civil Engineer Asserson. Admiral Gherardi 
appointed them yesterday to ascertain how the 
fire originated. It was discovered about 12:40 
A. M. by a guard, who rang the fire signal on 
the yard bell. But he did not send out an alarm 
for the city Fire Department for fully 10 minutes 
after the flames were first discuvered. This 
delay proved fatal, and a fire which could have 


been confined to the south end of the building 
had become unmanageable when the first engine 
arrived. Even then Admiral Gherardi wus 
averse to accepting outside assistance, and, 
standing on a pile of logs, shouted to Engineer 
Dale, ‘* Take your men out of here, we can man- 
age this.” Then, turning to Capt. Ramsay, he 
cried, ‘Take all these men, go in there, and put 
out that fire.’ The 500 marines stood around 
helpless, each with a bucket in one hand and an 
axe inthe other. They were about as useful as 
£0 many sticks. 

The local Fire Department soon had nine big 
streams of water playing on the flames, but 
they had very little effect. The fire gradually 
spread to the north end of the building where 
all the valuable electrical instruments were 
stored. The useless marines were set to work 
removing these, and in that way they saved sev- 
eral thousand dollars’ worth of property. It 
Was not until 2 o’ciock, when the fire boat Seth 
Low arrived, that the fire was really under con- 
— That vessel’s huge engines pumped a 
stream out of the Wallubout Canal that fairly 
drowned the fire. In half an hour it had done 
more to extinguish the flames than the 12 
steam engines had done altogether. 

The loss, as estimated by Admiral Gherardi 
yesterday, will not exceed $30,000, of which 
$25,000 is on the building. The documents and 
plans of war ships which were destroyed were 
merely copies of originals stored in the Navy 
Department in Washington. In the lower part 
of the building were stored Hotchkiss guns and 
their mountings, with a large amount of un- 
loaded ammunition, most of which was re- 
moved before much damage had been done, 
There were alsoseveral thousand bal) cartridges 
for Gatlings and shoulder rifles which were re- 
moved. Quite a number of rockets in the upper 
floor at the end of the building, where the flames 
tirst broke out, were not removed, and exploded 
during the course of the fire with startling effect. 
Capt. Kane, commanding the Minnesota, lost 
his entire household effects, which were stored 
in the burning building, and on which there was 
no insurance. 

SN Seen aati 


STAGGERED BY COL, FELLOWS. 


HE DECLARES HIS INTENTION TO FORCE 


EVERY EXCISE CASE TO TRIAL. 

Col. Fellows enjoyed a more or less agree- 
able call yesterday morning made by a commit- 
tee of the Society for the Prevention of Crime 
and a committee of the Church Temperance So- 
ciety. Ix-Judge William H. Arnoux was the 
Chairman of both. The Rey. Dr. Howard 
Crosby, D. J. Whitney, Charles E. Gildersleeve, 
L. B. Tibbals, the Rey. H. Pritchard, and Will- 
iam Waite were his fellow-members of the com- 
mittee of the Society for the Prevention of 


Crime, and Archdeacon Mackay Smith, Robert 
Graham, and John P. Faure were joined with 
him in the committee of the Church Temperance 
Society. Judge Arnoux, Dr. Crosby, and 
Archdeacon Smith addressed Col.  Fel- 
lows upon the subject of the ~ disgrace- 
ful delay in the trial of offenses against 
the excise laws, of complaints for which there 
are now more than 5,000 pigeonholed in the 
District Attorney’s oftice. Judge Arnoux said, 
and Col. Fellows admitted, that of these cases 
many came to the Court of General Sessions by 
appeal and that they were appealed and bai! 
given by the offender for the simple reason that 
they expected in that way to escape punish- 
ment. Dr. Crosby ,dwelt especially upon the 
unpunished offense of selling intoxicating 
liquor to children. He said thatin many parts 
of the city people habitually sent their chilaren 
with pitchers and pails to buy beer and liquor at 


. Baloons, by which means the children became 


drunkards. Archdeacon Smith supplemented 
the arguments of Dr. Crosby and Judge Arnoux. 

In reply, Col. Fellows made one of his most 
eloquent and sanguine speeches. He dilated on 
the perfect arrangements which he had made to 
try every case without delay. He promised 
that every excise case should be tried, all the 
old business cleared up, and that there should 
be no partiality of any kind. He said that 
besides the pigeonholed complaints of which 
Judge Arnoux had spoken he had found 5,000 
excise cases in the office when he became its 
head about which nothing had been done, not 
even an indictment found. He was goingto put 
an end to such scandals, and do the whole busi- 
ness of the office or resign. 

The committees after this retired in a dazed 
state, wondering it the millennium was at hand. 
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SOME DIFFERENCE IN THE STORIES. 

Mrs. Louis Herbold, the wife of a saloon 
keeper at 310 Washington-street, Hoboken, told 
a remarkable story of assault and robbery to the 
police yesterday morning. She was found by 
the bartender lying near a stove in the rear 
room of the store, and her dress was badly 


scorched by the fire. She revived shortly after 
she was discovered and repaired to the station 
house. She stated that Eugene Schaowesker of 
65 Willow-street, a former bartender m the 
store, visited the store and demanded payment 
of $100, which he asserted was due to bim for 
back wages. Mrs. Herbold told him to call when 
her husband was in. She said she carried on 
her arma sachel containing a check for $645, a 
wallet which was presented to her by the Queen 
of Austria, two gold watches and a chain, a 
breastpin studded with diamonds, and five ten- 
mark pieces of coin. When Schaowesker saw the 
sachel, she said, he madeadash for it. She 
struggled with bim, but he overpowered her 
and struck hera blow which felled her to the 
floor, where the bartender found her. 

An officer found the alleged assailant at his 
home. He affected surprise when he was ac- 
quainted of the charge against him, and stated 
that he had not left his home since 7 o’clock on 
Thursday evening, and his mother corroborated 
the statement. He intimated that his accuser 
was actuated by malice, because she never fa- 
vored him while he was in her husband’s em- 
ploy. He waa held for examination. 
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AND HIS FATHER IS A GENERAL. 

Miss Lydia Buckmaster, whose mother 
keeps a boarding house at 125 East Twelfth- 
street, needed $4 on Nov. 17 and asked Charies 
H. Pulgar, who boarded in the house to take two 


diamond rings, worth $125, and pawn them for 
her. Instead he advanced the $4 and promised 
toreturn her rings to her whenever she paid 
him the money. Pulgar now lives at 94 Kast 
Tenth-street, and although Miss Buckmaster has 
made severai demands upon him for her proper- 
ty she has failed to get herrings. She found 
that Pulgar bad pawned the rings in a Third- 
avenue pawnshop and had given the tickets to 
Mrs. Lavisco, the oprietress of a restaurant 
at Third-avenue and Thirteenth-street, to dispose 
of. Pulgar was arrested yesterday. He is 23 
years old and the son of Gen. Fernandez Pulgar, 
of the Venezuelan Army, now livingin exile in 
Paris. He has an allowance of $18 a week from 
his father. When before Justice O’Railly, at 
the Jetferson Market Police Court, he deciined 
to make any statement and was held for trial on 
a charge of larceny. 
ert 


WOULD KEEP THEIR LAND. 
John Clinton Gray and J. Alfred Daven- 
port, as the counsel for Bernard French, James 
Ayer, Charles B. Tooker, William H. Payne, 


Jane Ann Colwell, and the other property own- 
ers on the south side of One Hundred and 
Twenty-ninth-street, whose land the Suburban 
Rapid Transit Company is trying to get posses- 
sion of, argued in the General Term of the Su- 
preme Court yesterday in behalf of an order re- 
straining Judge Donohue’s Commissioners of Ap- 
praisal from going on with their work until after 
the appeal from his decision shall have been 
aa upon. Burton N. Harrison and Thomas 
4 Ogden argued for the transit company. 
Messrs. Gray and Davenport contended that it 
would be unjust to put the property owners toe 
the expense of contested appraisal proceedings 
when they woulda be able to prove in the Gen- 
eral Term that the transit company’s charter 
had long been forfeited and that the company 
did not legally exist. Presiding Justice Van 
Brunt and Justices Brady and Daniels heard the 
case and reserved their decision. 
ORE SREY SRE Ea 

Sick HEADACHE, languor, and melancholy 
generally spring from a torpid liver, a disordered 
stomach, or costiveness, the distressing effects of 
which Dr. Jayne’s Sanative Pills will speedily re- 
move; by their beneficial action on the biliary or- 
gaus they will also lessen the likelihood of a return. 
—Advertisement. 


To OWNERS OF HORSES AND CATTLE. 

TORIAS’S 
DERBY CONDITION POWDERS 
are WARRANTED SUPERIOR to any other or no pay. 
They are innocent to give and are used by PROM- 
INENT HORSEMEN and CATTLE RAISERS. Only 25 
cents. Sold by the druggists and saddlers. Depot, 
40 Murray-st., N. Y., where the FAMILY and VENKE- 
ae LINIMENT can be obtained.— Advertise. 
ment. 
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ROYA | BAKING 


POWDER 
Absolutely Pure, 


This powder never varies. A marvel of purity, 
ath, and whulesomeness. More economics! than 

e ordinary kinds, and cannot be sold in competition 
with the multitude of low test,short weight, alam o7 
Uhoaphave powdessa. Bold oaly in 
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THE TONAWANDA. | ONE YEAR 


A NEW DEPARTURE. 


Sarp Uncle Sam: ‘I will be wise, 
And thus the Indian civilize: 
Instead of guns that kill a mile, 
Tobacco, lead and liquor vile, 
Instead of serving out a meal, 

Or sending Agents out to steal, 
Vil give, domestic arts to teach, 

A cake of ‘Ivory Soap’ to each. 
Before it flies the guilty stain, 


wie! 


The grease and dirt no more remain; 
*T will change their nature day by day, 
And wash their darkest blots away. 
They’ll turn their bows to fishing-rods, 
And bury hatchets under sods, 

In wisdom and in worth increase, 
And ever smoke the pipe of peace; 
For ignorance can never cope 

With such a foe as ‘Ivory Soap,’” 


A WORD OF WARNING. 


There are many white soaps, each 


represented to be “‘just as good as the 


‘Ivory’;"’ they ARE NOT, but like all counterfeits, lack the peculiar and remark- 


able qualities of the genuine. 


Ask for “Ivory”? Soap and insist upon getting it. 


Copyright 1886, by Procter & Gamble. 





THE PREDICAMENT OF AN ITALIAN GIRL 
ON LANDING HERE, 

Recent events in Castle Garden disclose 
the apparent fact that the old padrone system 
of slavery practiced by the Italian peasantry is 
not yet obsolete. Rafaella Rossi, a good-looking, 
but dark-skinned maiden of 20 years, hailing 
from Riano, Italy, arrived here as a steerage 
passenger on the Bolivia last Thursday. On 
landing at Castle Garden she said she was alone 
and without relatives or friends in this country, 
and wanted to go to work as a servant. Before 
any disposition was made of the girl a villainous- 


looking Italian, giving the name of Vicenzo Pel- 
legrini, presented himself at the Garden and 
claimed Rafaella as his wife. He said he was a 
railroad laborer and lived at Williamsburg. 
He asserted that he had sent Rafaella’s 
mother, Minzia Rossi, $40 to pay for her 
pomene here andthat hehad married the girl 

y proxy with her mother’s consent. His claim 
was corroborated by an old woman named Mad- 
dalena Sorgio, who lives at 236 North Fifth- 
street, Williamsburg. She said that she was 
Rafaella’s godinvther. Rafaella denied the state- 
ments of both and emphatically refused to go 
with them. Robert Marzo, manager of the 
Italian Emigration Society, took the girl’s part 
and would not allow her tobe taken away un- 
til the case had been investigated by the [talian 
Consul. He was greatly influenced in this de- 
cision by Pellegrini’s appearance. 

The investigation took place before Vice-Con- 
sl Attilio Monaco yesterday morning. Rafaella 
testified that her father was dead, and her 
mother had ill-treated her. She was told to go 
on the ship to New-York, and she had to obey, 
but she did not expect to meet any one here, 
and she did not know either Pollegrini or the old 
woman. She would not go with them. She did 
not want to be married, but to go to work. 
Pellegrini and the old woman repeated their 
first statements. but on cross-examination the 
man admitted that he did not know the gir], but 
had sent $16 to a woman in Riano to havea 
girl sent over. He did not know who would be 
sent, and only claimed Rafaella because she was 
alone. He thought she must therefore be the 
one. It was also ascertained that Pellegrjni 
was not the fellow’s right name. The Vice-Con- 
sul decided that Rafaella should remain at the 
Garden in Father Kelly’s charge until inquiry 
could be made at Riano through the Mayor 
there if Pellegrini’s claims had any basis of 
truth. If the girl’s mother has consented to her 
marriage with Pellegrini, Mr. Marzo says, there 
will be nothing left to do but to let him take her. 
Should this not be so, however, the Emigration 
Society will protect her untii she gets employ- 
ment. 

nie 


FOR THE HOSPITAL FUND. 

The following additional sums were re- 
ceived yesterday from the hospital collection by 
the Treasurer, Charles Lanier, 17 Nassau-street: 
Previously reported $15,626 938 


FROM CHURCHES, 
18386. 1887. 
Madison-Square, Presbyterian...$644 98 $1,706 38 
Calvary, Episcopal 725 26 §=1,653 64 
St. Paul’s Chapel, Episcopal 121 06 105 50 
Park-Avenue, Methodist 37 00 73 84 
St. Andrew’s, Episcopal 44 52 
De Witt Chapel, keformed 15 00 
Grace, Reformed 10 00 
St. Paul's, German Methodist.... 10 00 


FROM BREWERS. 


Through F. F. Cook, General Agent: 
Beadleston & Woerz 
George Ehret 
Jacob Ruppert 
Peter Doeiger 
The F. & M. Schaefer Brewing Company... 
Bernheimer & Schmid 
The Henry Elias Brewing Company 
The H, Clausen & Son Brewing Company. 
Conrad Stein 
George Ringler & Co 
A. Finck & Son 
The John Kress Brewing Company. 
F. Oppermann, Jr. 
The J. C. G. Hupfel Brewing Company.... 


10 00 


FROM GENERAL SOURCES. 
is RAMBO WRI en oi once ics ncawaceecs 


Fibel & Brother and employes gs alaabaelncamcae 
Samuel Steinreich and employes.......... 


$25 00 
11 00 
8 00 


Total up to date....... wa cgaaexMbs Wan actawh $19,714 86 
CANNOT REMOVE THE BUTTONS. 
Paul Bredt, Ernst Kramer, and Julius Ehlers 
have obtained an injunction restraining James 8. 
Cowhn, the insolvent importer, of 273 Church- 


street; his Assignee, Alonzo C. Farnham; the Ger- 
man Exehange National Bank, the North German 
Lloyds Steamship Company, and others from remov- 
ing from the United States bonded warehouses in 
this city certain cases of buttons which were 
brought here by the steamship Eider, consigned to 
Cowlin. Frederick W. Wandhoff also got an injunc- 
tion against the same parties, restraining them trom 
rewoving from the United States bonded ware- 
houses a large consignment to Cowlin of ivory card. 


YLE’S 
EARLINE 
OSSESSES 
ECULIAR 
URIFYING 
ROPERTIES. 


RESS AND 
UBLIC 
RONOUNCE 
EARLINE 
ERFECT. 


RUDENT 
EOPLE 
URCHASE 
YLE’S 
EARLINE, 





CIGARMAKERS QUIT WORK. 


IS THIS THE BEGINNING OF A GEN- 
ERAL STRIKE? 

The Cigarmakers’ International Union 
yesterday ordered a strike at the cigar factory 
of D. Hirsch & Co., in Forty-first-street, between 
First and Second avenues. The employes, num- 
bering about 37, went to work as usual in the 
morning, and at 9 o’clock a committee from the 
union called and was closeted with Mr. Hirsch 
for two hours, but could not come to any agree- 
ment. On leaving the factory the committee 


directed the employes to go out on strike, and 
the latter left their work and walked out. The 
strike had begun. 

The Executive Committee of the cigarmakers 
said that Mr. Hirsch had reduced the wages of 
theemployes from $1 to$2 a thousand cigars. One 
grade of cigars that they now received $13 50 
a thousand for making Mr. Hirsch wanted them to 
mnake for $12. This the men refused to do, and 
appealed to the union. After the matter had 
been carefully considered by the Executive 
Board and the local unions in the county, per 
mission was given to Union No. 144 to authorize 
a strike. o.union men may now apply for 
work at this factory during the continuance of 
the fight. 

After the employes had walked out of the fac- 
tory Mr, Hirschtook down from the walls the 
cards announcing that the place was a union 
shop, and put up a notice stating that it was a 
non-union factory. Hesaid that his shop had 
been a union one for six months, but he h not 
derived any benefit from the union’s blue label. 
He wanted to close his factory at the beginning 
of last December, as the season was rather dull 
and he had a large stock on hand, but his em- 
ployes begged him to continue. As tothe work 
on the thirteen-dollar-and-fifty-cent quality 
cigar, which the union said he had reduced to 
$12, he would say that he had merely snggested 
to, his men thatif they were to agree to make it 
for $12 he would employ 30 additional men inits 
manufacture. The men first wanted to compro- 
mise, and then were willing, but the union 
stepped in and forbade it. He thought that the 
union began the fight with him because it 
thought that it could easily beat him. But he 
had decided to make his a non-union shop, and 
was confident that he could soon fill the places 
of the strikers with non-union men. 

The Cigarmakers’ International Union yester- 
day announced that the General Term of the 
Supreme Court had confirmed Judge Dugro’s 
decision against Cigar Manufacturer Monelis, 
forbidding him to use any imitation of the 
union’s blue label. The union now intends 
bringing a suit for damages against Mr. Monelis 
for having used its label. The union is aeeply 
offended at tke firm of Thurber & Co., who, the 
members say, purchased some 260,000 cigars 
that were manufactured by Monelis in tenement 
houses. The union also is trying to bring a 
criminal suit against the firm of Kahner & Lind- 
heim ona charge of having counterfeited its 
label. The charges, the ofticers of the union say, 
have been laid before the Grand Jury. 

The delegates from the cigarmakers’ local 
unions held a meeting last evening at 101 Av- 
enue A, and received applications to strike from 
the workmen in three other factories—the 
factory of Kerbs & Spiess, because the firm had 
reduced the wages of the men, and the factories 
of Jacobs & Bookman and of Holzman & 
Deutschberger, who ordered their men to re- 
turn to tenement house work. The hands in 
these factories number, together, about 1,000, 
A report was received that the hands in the 
factory of Kohler Brothers of 370 Hudson-ay- 
enue, Brooklyn, had also struck against a redue- 
tion of wages. The Strike Committee will have 
its headquarters at 350 First-avenue. 


~_— rr 
THE STEVENSON COURI-MARTIAL. 
The somnolency which is usually charac- 
teristic of the proceedings of the Court of In- 
quiry at the Brooklyn Navy Yard was missing 
yesterday. The reason of this was, first, the 


fire which destroyed the Ordnance and Naviga- 
tion Building yesterday morning, and which’® 


brought Commander and President of the Court 
McCalla out in the novel réle of tireman, and, sec- 
ond, the unconscious humor of witness John Gill. 
Mr. Gill was employed at the navy yard about 
21 years in all, leaving it finally Sept. 30, 1887. 

He had charge of the chain while he was in 
the yard and kept itin order. He also delivered 
the chain. Boatswain Anderson came to the 
locker some days before the sale and took away 
& quantity of chain, saying that it was con- 
demned. Witness could not say whether the 
chain was in the locker when he left the yard. 
The court sent Mr. Gill out tosee if he could 
tind it. After sliding about the yare over the 
frozen rain for more than 20 minutes he re- 
turned witha red nose and adisconsolate ex- 
pression and the intelligence that the miss- 
ing links were not to be found. 

The taking of evidence was finished during the 
afternoon. Future sittings of the eourt will be 
for deliberation merely and not open to the Ppub- 
lic. It wiil report its findings to the Secretary of 
the Navy at Wachington. 


24, 26, AND 30 WEST FOURTEENTH-ST, 


GREAT SALE 0# LADIES’ CLOAKS. 
Nearly dive thousand garments—the finest stock 

We'veever shown—all must be sold—Sealskins, Fur. 
lined, Plush and Cloth Garments—all must be sold 
before this month is past. 

THEREFORE, 
REAL ALASKA SEAL 

that were $100...........-- now $5: 

that were 150 8 

that were 175........-... now 1 5 


that were now 1 
all warranted London dye. 


Jackets ... 


ur 


Sacques 
Newmarkets 


gor 


Therefore, 

FUR-LINED CIRCULARS, x 
Hamster-lined WRG $20). 24 5xc02d. on 242 now $11 
ee Ra tases were 3 

ed were 70 


Therefore, 
SEAL PLUSH SACQUES 
that were $27 
that were 32 
that were 40 


Therefore, 
At $6 98, Brocade Velvet Wraps, 
with chenille trim; that were $14. 


Seal Plush Wraps, 
ball trim, long tabs; that were $18. 


At $9, 


At $12 Seal Plush Wraps, 


box pleat back, satin lined; that were $23. 


At $16, Seal Plush Wraps, 
applique sleeves and Alaska sable trim; 
that were $35. 


Beaded Plush Wraps 
fine jet trim; that were $37. 


At $17 98, 


At $24, Seal Plush Wraps, 


blue fax trim; that were $50. 


At $37, Imported Beaded Wraps, 


exquisite styles; that were $75. 

At $49, 
fine jet trim and appliques; 
THEREFORE, 


At THIRTY-NINE DOLLARS, 
Seal Plush Raglans, bear trim, and Newmarkets, 
with real seal edge and trim; worth $65. 


Imported Wraps, 
worth $100. 


At FORTY-NINE DOLLARS, 
Seal Plush Raglans, Alaska sable trim, and New: 
markets; worth $70. 


At TWENTY-NINE DOLLARS, 
Finest plush Newmarkets, with bell sleeves and 
loose fronts--former price $125—equal in finish and 
appearance to finest sealskin garments at $300. 


At EIGHTY-NINE DOLLARS, 
Embroidered plush Raglans—exclusive styles—cost 
to import $140. 


Therefore, 
CLOTH NEWMAKKETS AND RAGLANS 

At $4 98 that were $11 00 
PSD, CO cada casacdsvgetnsauncbeaes that were 14 U0 
3 that were 16 00 

that were 20 00 

that were 22 0U 

25 00 
32 00 
338 00 


that were 


F.C eS «--------that were 


Therefore, 
At TWO TWENTY-NINE, 
All-wool stripe and check Jackets, that were $? 


At TWO FORTY-NINE, 
All-wool Jersey Jackets, that were $5, 


At FOUR NINETY-EIGQOT, 
Fine cloth Jackets, lap seams—tailor bouni—thad 
were $3. 


At TEN DOLLARS and at TWELVE, 
Finest satin-lined Jackets that cost $20 to import 


Cartwright and Warner’s 
MERINO UNDERWEAR. 


JAMES MceCREERY & CO., 


In order to dispose of their 
entire stock of the above 
make of Underwear, will, 
commencing Monday, Janu- 
ary 9, offer all qualities and 
sizes in Ladies’, Men’s, and 
Children’s at the following 
remarkably low prices: 
Ladies’ Vests and Drawers, 
from 26 to 42 inches, $1.38 
each; former prices $2.00 
to $4.00. Men’s Shirts, from 
34 to 50 inches, $1.50 each. 
Men’s Pants, from 28 to 50 
inehes, $1.50 each; former 
prices $2.50 to $5.00. Chil- 
dren’s Vests and Drawers, 
all sizes, 95 cents each. 
These are regular goods, 
not seconds. 


JAMES McCREERY & CO., 
Broadway and iith Si. 


THE NEW=YORK TIMES 


PRICE TWO CENTS. 
Sunday Edition Three Cents. 


Terms to Mail Subscribers Postpaid, 


DAILY, exclusive of Sunday, per vear 
DAILY, including Sunday. per year 
SUNDAY ONLY. per year 

DAILY. 6 months. with Sundav 
DAILY, 3 months, with Sunday 
DAILY, 6 months. withous Sunday 
DAILY, 3 months. without Sunday 
DAILY. 2 months. with Sunday........ 
DAILY, 2 months, without Sunday........... 
DAILY, 1 month, with or without Sunaay... 


WEEKLY, per year, $1. Six months, 50 cents. 


SECC IA RE, NEE RTE TEE EI ENTS AES ARE TOPE 
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BUSINESS TROUBLEs. 

Franklin Bien, as counsel for the creditors of 
Payne, Steck & Co., the jewelers whorecently made 
2 bad failure, about which numerous charges of 
fraud have been made, obtained from Judge Daly, 
ofthe Court of Common Pleas, yesterday, an order 
to show cause why their assignment should not be 
setaside. The hearing will take place next Thurs- 
day. A large crowd of creditors and dealers packed 


the room of Payne, Steck & Co., at 177 Broad- 
way, yesterday, looking for bargains at the Sheriff’s 
sale. Asthe time approached for the sale several 
lawyers rushed in with documents, and after con- 
Sultation the auctioneer announced that the sale 
had been postponed until further orders, as papers 
had been served on the Sheriff which preveuted 
the sale. The crowd dispersed somewhat disappoint- 
ed. It appears that two writs of replevin were 
served on the Sheriff, one in favor of H. 
Muhe’s sons tor $794 and the other in favor of 
Sinneck & Sherrill for $311. Deputy Sheriff Lay- 
ery, who has had charge of the place, spoke to the 
crowd, saying that 1t was a shame that the attorneys 
had taken such action at such a late hour, as many of 
those in attendance had come from a distance to at- 
tend the sale. It was learned yesterday that the 
inventory roughly shows the assets to be about 
$30,000, of which about $21,000 is in stock and 
$9,000 in book accounts, &c. The confessed judg- 
ments for $32,000 will absorb the stock, leaving 
very little for the outside creditors. It is said that 
Mr, Payne 1s still home at Brick Church, N. J., suf- 
fering trom nervous prostration. 

Charies A. Thayer, grocer, at 1,197 Fulton-avenue, 
Brookiyn, made an assignment yesterday to William 
E. Phillips, giving preferences for $5,300. He made 
an assignment on the same date a year ago to the 
same Assignee, when he had liabilities of $41,923 
and assets of $30,000, which he compromised, it is 
said, at about 50 cents on the dollar. 


_ or 


LODGERS FOR SING SING. 

Solomon Stearns, a Western crook, pleaded 
guilty to an indictment for grand larceny in Part 
II., General Sessions, yesterday, and was sentenced 
by Judge Cowing to eight years’ imprisonment. He 
was charged with having got $1,568 worth of dia- 
monds from Frederick Kaffeman of 192 Broadway 
by false pretenses last June. He is under three 
indictments for swindling in Little Rock, Ark., 
and the authorities there sent word toe Inspector 
Byrues to hold him at any expense until an officer 
could come on for him from that city in case he could 
not be held here on the charge of swindling Katfe- 
man. 

Elise Wild, who was indicted for grand larceny in 
having stolen from Julius Schilling, whe lodged in 
the same house with her at 654 Kighth-avenne, a 
dress suit and underclothing, pleaded guilty to petty 
larceny in Part I. of the General Sessious yesterday, 
and Judge Gildersiveve seutenced her to One year in 
the penitentiary. 

Walter Kirk of 549 Newark-avenne, Jersey Citys 
was convicted in Part L!,, General Sessions, yester- 
day, for attempting to mb the resiayrant at 219 
Wovster-street on Dec. 12, and Jmige Cowling sen: 
tenced him to cight years’ imprisonme nt 





